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Pye (New Zealand), Ltd., 
Auckland C.I., New Zealand. 
Pye Radio & Television (Pty.) Ltd., 
Johannesburg, 

South Africa. 


PYE LIMITED - - CAMBRIDGE - - ENGLAND 
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In more than fifty countries Pye V.H.F. Radio-Tele- 
phones are providing an economical and reliable means of instan- 
taneous communication between fixed points, between mobile 
units, and between fixed points and mobile units. Over two-thirds 


of the equipment in use in Great Britain alone has been produced 


by Pye. The Pye Systems Planning Department will be pleased to 
advise you on your communications schemes whilst Pye agents and 


representatives overseas will demonstrate, install and maintain the 


Pi 


Telecommunications . 


equipment. 
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Pye Canada, Ltd., 


Pye-Electronic Pty., Ltd., 
Ajax, Canada. 


Pye Ireland, Ltd., 
Melbourne, Australia. 


Dublin, Eire. 


Pye Limited, Pye Limited, Pye Limited, 
Plaza de Necaxa 7, Tucuman 829, 5th Ave. Building, 
Mexico 5. Buenos Aires. 200 5th Ave., New York. 
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-eobDut for specialised 
production 


in electronics... 


At the Electronics Division of Plessey, a thousand pairs of skilled hands 
can, if need be, nurse a young idea—develop it—and bring it to full or limited 
production maturity with a thoroughness that would spell costly delay in any 


organisation less well equipped. Therein lies the main reason 


why leading members of the electronics industry call on 
Plessey to fill contracts which vary in their terms 
from the quantity production of equipment for which there 
is a mass demand, to the limited production of 
individual assemblies. The Division is presently engaged on 
contracts for such renowned manufacturers as 
B.T.H., Decca, I.A.L., Kelvin & Hughes, Marconi 
and Laurence Scott & Electromotors Ltd. If your 
special interests lie in electronics, serve them well by writing 


for the Plessey publication which sets out 


PPI Off-Centre Radar Display Unit designed by 
B.T.H.; developed in conjunction with B.T.H., 
leading to substantial quantity production. 


the Division’s specialised services. 
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Loading coils 


the cable splice 


TRIPLE COIL ASSEMBLY 


Mullard 


The advantages of the splice loading technique are 
particularly marked in the loading of small cables of 
up to 74 pairs. The coils can be included in a jointing 
sleeve or unit of only slightly larger diameter than 
would normally be used. 


The loading coils in the Mullard L.160 Series are 
designed specifically for this technique. They are cast in 
resin, which provides complete protection from climatic 
conditions and allows a telephone administration to 
store them ready for building into loading units as and 
when required. Both single and triple assemblies are 
available for different sizes of cable. 


Ferroxcube pot cores give these coils certain electrical 
advantages over conventional types, particularly in the 
loading of higher frequency circuits such as those 
encountered in programme and carrier applications. 


You. are invited to write for leaflets describing the 
Mullard L.160 Series coils and simple units for 
pole and splice loading. 


[Mullard | 
SPECIALISED ELECTRONIC EQUIPMENT 


MULLARD LTD - EQUIPMENT DIVISION 


CENTURY HOUSE - SHAFTESBURY AVENUE: W.C.2 
’ _ M'453A) 
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unication... 


World wide radio-communication 
began with Marconi’s Transatlantic 
messages in 1901. Since then Marconi 
research and development have 
been behind every major advance in 
technique. Marconi equipment today, 
operating at all frequencies, covers 

a very wide field of both long and short 
range radio/telegraph and radio/tele- 
phone requirements. Marconi VHF 
ww multi-channel equipment can provide 
SS for as many as 48 telephone channels and 
is largely superseding land line or cable 
routes on grounds of efficiency, economy, 
ease of installation and maintenance. 


Lei 


OMPLETE RADIO/TELEPHONE 
ND RADIO/TELEGRAPH 


MARCONI 


COMPLETE COMMUNICATION SYSTEMS , EMS AND EQUIPMENT 
Surveyed, Planned, Installed, Maintained _ 


‘MARCONI’S WIRELESS TELEGRAPH COMPANY LIMITED - CHELMSFORD -: agg 
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Marconi VHF 
Multi-Channel Equipment 


TYPE HM 181 


Multi-channel radio links are not only recognised 
economic alternatives to line and cable routes wherever 
the latter are costly because of intensive urban 
development or the wild nature of the terrain; they 
are frequently preferable in their own right. The type 
HM 181 equipment has been designed for compara- 
tively simple schemes using two terminals working 
point-to-point or with a limited number of repeaters. 
It operates in the frequency range 150-200 Mc/s, 
-employs frequency modulation and gives high perform- 
ance with low distortion. 


It provides the following facilities :— 


@ 8, 16 or 24 channels 

® Repeaters with easy channel dropping facilities 
® Unattended operation 

@ Engineers’ order wire 


® Ease of access for maintenance 


Over 80 countries now have Marconi equipped telegraph and 
communication systems. Many of these are still giving trouble free 
service after more than twenty years in operation 


Lifeline of communication 


MARCONI 


COMPLETE COMMUNICATION SYSTEMS. 


Surveyed, planned, installed, maintained 


MARCONI’S WIRELESS TELEGRAPH CO., LTD., CHELMSFORD, ESSEX 


Partners in progress with The ‘ENGLISH ELECTRIC’ Company Ltd. 
LC7 
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Marconi VHF FM Multi-Channel Terminal 
and Repeater Units 


HM 100 AND 150 SERIES 


Marconi VHF multi-channel systems pro- 
vide reliable and economical communi- 
cation. Up to 48 telephone channels can 
be provided simultaneously and some of 
these may be further sub-divided by VF 
telegraph channelling equipment to give 
either 18 or 24 telegraph channels. The 
equipment operates in conjunction with 
carrier apparatus which is the same as that 
already standardised for use on line systems. 
Such a radio system can operate over hun- 


dreds of miles by placing repeater units at 


suitable points along the route. 


I 
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3% The HM 100 and 150 series of equipment 
will operate entirely unattended and change- 
over is automatic in duplicate systems. 


All un'ts can be easily withdrawn for 
inspection and maintenance. 
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Over 80 countries now have Marconi equipped telegraph and communication systems. Many 
of these are still giving trouble free service after more than 20 years in operation. 


Lifeline of communication 


MARCONI 


COMPLETE COMMUNICATION SYSTEMS 
Surveyed, planned, installed, maintained 


MARCONI’S WIRELESS TELEGRAPH COMPANY LTD., CHELMSFORD, ESSEX 


' 
Partners in progress with The ‘ENGLISH ELECTRIC’. Company Ltd. 
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MARCONI 
RECEIVER 


TYPE GR 150/6 


The performance of this receiver is of the 
highest order and meets the requirements of 
commercial telecommunication working in all 
climates and conditions. It is of double 
superhet. design and incorporates special filters, 
a noise limiter and a built-in, crystal controlled 
calibration oscillator. H.T. voltages are 


stabilised to overcome mains fluctuations. 


( vii ) 


Reception on six spot frequencies in the 
HF band and continuous tuning throughout 
the entire range, plus broadcast reception 
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SPECIAL FEATURES 
@® Crystal control on any six spot frequencies throughout 
the band with continuous tunable L.C. oscillator in 
addition. 

@® Double crystal band-pass filters giving extremely 
good adjacent channel protection. 

@® Built in 500 kcjs crystal oscillator facilitates calibra- 
tion checking. 

® De-sensitising circuit enables full or partial muting 
when working with an associated transmitter. 

@ Power supply circuits in separate unit to avoid 
temperature changes. 

@® Suitable for cabinet or rack mounting, with easy 
servicing access. 


Over 80 countries now have Marconi equipped telegraph and communications systems. Many 
of these are still giving trouble free service after more than than twenty years in operation. 
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MARCONI’S WIRELESS TELEGRAPH CO. LTD., 


Lifeline of communication 


» MARCONI 


) COMPLETE COMMUNICATION SYSTEMS 
Surveyed, planned, installed, maintained 


CHELMSFORD, ESSEX 


Partners in Progress with The ‘ENGLISH ELECTRIC’ Company Ltd. 


Lc 9 
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The Government of the Republic of Haiti has entrusted to the 
General Electric Company a very considerable extension of their 
national telephone system. New exchanges and extensions to 
existing exchanges, local distribution networks, open-wire trunk 
routes with carrier working, and VHF radio links, all appear in 
a plan which will give the country a comprehensive, reliable and 


profitable telephone system. 


The plan represents another major step in the steady progress of 
the country, and fittingly comes in a year that completes a century 


and a half of national independence. 


THE GENERAL ELECTRIC CO. LTD. OF ENGLAN 
TELEPHONE WORKS, COVENTRY, ENGLAND 


Everything for telecommunications by OPEN WIRE 
LINE, CABLE AND RADIO, Single or Multi-circuit 


or T.V. link, Short, medium or long haul. 
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VISUAL VALVE TESTER 


This equipment displays on a cathode-ray tube 
a family of la/Vg curves for any receiving type 
thermionicvalve. Eleven curves corresponding 
to eleven different grid voltages are presented 
simultaneously and a calibrated graticule 
permits rapid comparison with published data. 


Nine standard valve bases are provided, with 
facilities for connecting others, and the various 
valve electrodes are connected to the requisite 
supplies by a multi-button switching board. 


This permits any electrode to be connected to 
any supply without damage and also enables 
electrodes to be paralleled for test purposes. 


All external parameters Va, Vs, Vh, Vg, are 
continuously variable over a wide range and 
current and voltage values are metered. 

Full technical data is available on request. 


TELEVISION. LTD 


A COMPANY WITHIN THE oe ARTHUR RANK ORGANISATION 


WORSLEY BRIDGE ROAD ;: LONDON sak. 26 
HITHER GREEN 4600 


SALES AND SERVICING AGENTS : 

Hawnt & Co. Ltd., 59 Moor St. Birmingham, 4 

Atkins, Robertson & Whiteford Ltd., 100 Torrisdale Street, Glasgow, S.2 

F. C. Robinson & Partners Ltd., 122 Seymour Grove, Old Trafford, Manchester, 16 
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-Zeuih “VARIACS 
with DURATRAK 


*REGD. TRADE-MARKS 


All VARIAC-DURA- 
TRAK Variable Voltage 
Transformers have a 
brush track treated in 
accordance with British 
Patent No. 693406, which 
produces a coating of 
precious metal alloy on 
the brush track surface, 
eliminating the possi- 
bility of deterioration 
due to oxydization, and 
reducing contact resis- 
tance. 


VARIACS with DURA- 
TRAK have longer life, 
increased overload capa- 
city and maximum eco- 
nomy in maintenance. 


Prompt deliveries on all 


VARIAC TRANSFORMERS models. 


roaVOLTAGE CONTROL 
* Illustrated brochure 
free on request 


THE ZENITM ELECTRIC COMPANY LTD. 
LONDON, N.W.2. 


The ZENITH ELECTRIC CO. Ltd. 


ZENITH WORKS, VILLIERS ROAD, WILLESDEN GREEN 
LONDON, N.W.2 


Telephone: WILlesden 4087—8—9 Telegrams : Voltaohm, Norphone, London 


N-DERBY 
ELECTRICAL EQUIPMENT 
High Frequency Alternators 


(Send for Publication No, 1003/2) 


Also makers of Rotary Transformers and Anode Converters, 

- Wind and Engine Driven Aircraft Generators, High Tension 

D.C. «Generators, and Automatic Carbon Pile Voltage 
Regulators. 


NEWTO 


2$kVA Motor Alternator. 
Drip proof to 45°. Motor 
220 volts D.C. Output 120 volts. 3 phase. 333 cycles per second. 
Motor includes an automatic constant speed governor. Weight 
450 lb, 


NEWTON BROTHERS 
(DERBY) LTD 
HEAD OFFICE & WORKS: ALFRETON ROAD, DERBY 


TELEPHONE: DERBY 47676 (3 lines) TELEGRAMS: DYNAMO, DERBY 
LONDON OFFICE: IMPERIAL BUILDINGS, 56 KINGSWAY W.C.2 
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THE 


INSTRUMENT 
MODEL 


Specially designed for soldering 


operations in the compact Y 
assemblies used in present © 
day radio, television and faieresting 
electronic industries. features 
i i 
Weight 33 oz. 1. Bit 4” diameter, 


simple to replace. 


ep cleiding Boxibien 2. Steel cased element, 
Length 9 in: also replaceable. 

25 Watts — 
200/220 volts or 


220/240 volts. 


3. Detachable hook for sus- 
pending iron when not in use, 


4. Moulded two part handle, re- 
mains coo! in use, 


5. Six ft. Henley 3-core Flexible. 


HENLEY 
SOLON. 


ELECTRIC 
SOLDERING IRONS 


W. T. HENLEY’S TELEGRAPH 
WORKS CO., LTD., 
51/53, Hatton Garden, London, E.C.1 


RATED TO B:S.S.1799: 


The fuel 
6G.wiINDUCTION HEATER 
tac the Worl 

; U.K. PRICE £875 

FOR SOLDERING, BRAZING & HEAT TREATMENT 


@ OTHER MODELS AVAILABLE IkW. TO 45kW. OUTPUT 


radio heaters ltd... woxmcnam . BERKs . ENGLAND. 
Phone: Wokingham 1030-1-2 Grams: Radyne, Wokingham 
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Leaders in the field of semi- 

conductor research, development 

and manufacture, Standard Telephones and Cables 
Limited have now in production high-grade transistors. 
Two types of germanium point contact and three 
junction type transistors are now available. 


POINT CONTACT TYPES JUNCTION TYPES 
3x CODE 3X/100N for control %* CODE 3X/300N 
and switching circuits 


%* CODE 3X/101N for use as an 


% CODE 3X/301N > for low power A.F. 
amplifier or oscillator %* CODE 3X/302N ( 


Full details will be sent on request : 


Standard Telephones and Cables Limited 


Registered Office ; Connaught House, Aldwych, London, W.C.2 
RADIO DIVISION, OAKLEIGH ROAD, NEW SOUTHGATE, LONDON, N.11 
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For SPEEDY 
delivery of precision 
QUARTZ Crystals 


Specialists in the 
manufacture of 
Frequency Control 
Quartz Crystals with- 
in the range 2,000 
to 20,000 Kc/s 
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a Goacial Urgency Kemee 


Small urgent orders can now 
be executed within days, at 
competitive prices. 
Ask for full details. 


CATHODEON | crvstats uimitep 


LINTON - CAMBRIDGESHIRE 
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Advance 


The Advance R.F. Attenuator 
Type A38 is a compact robust 
component which has proved its 
reliability in numerous applica- 
tions and under varied conditions. 
Exceptionally small size and light 
weight make it particularly suit- 
able for incorporation in many 
types of electronic equipment. A 
purely resistive network is used, 
and it is suitable up to VHF 
frequencies. 


The attenuator is also available 
without its resistors (as the Type 
A37) for those wishing to fit their 
own network. 


RF ATTENUATOR L YPE A38 


Suitable up to VHF frequencies 


+ 0-80 db in four 20d 
steps 
+e Accuracy 0-100 Mc/ 
'+ 1 db 
100-300 Mc/ 
+ 2 db 
+ Diameter 24” Depth 14 
+ Weighs only 9 ozs. 


% Nett price in U.K 
£5 0 0. 


(A37—£4 5 0 nett 
Special discounts fo 
quantities. 


Full. details of the Advance range of attenuators are 
given in folder A/24 which will gladly be sent on request. 


ADVANCE COMPONENTS LTD., MARLOWE ROAD, WALTHAMSTOW, LONDON, E.17 


Phone: LARkswood 4366/7 | 


<@j> FREQUENCY STANDARD ..... 


THE AIRMEC FREQUENCY STANDARD TYPE 761 has been 

designed to fill the need for a self-contained frequency standard of 
moderate cost and high accuracy. It incorporates an oscilloscope for visual 
frequency comparison, and a beating circuit, and, loudspeaker for aural 
checking. A synchronous clock, driven from a voltage of standard 
frequency provides a time standard and enables long time stability checks 


to be made. 


@ Master Oscillator: Crystal-controlled at a frequency of 


@ Outputs: 


@ Waveform: 


@ Stability: 


100 kc/s. The crystal is maintained at 
a constant temperature by an oven. 


Outputs are provided at 100c/s, 
1 ke/s, 10 kc/s, 100 kc/s, and 1 Mc/s. 


The above outputs are available, 
simultaneously with sinusoidal or 
pulse waveform from separate plugs. 


Four hours after switching on a short 
term stability of better than 1 part 
in 108 is obtained. 


t 


Full details of this or any other Airmec instrument will be forwarded gladly upon request. 


AIRMEC HIGH WYCOMBE 


tae Telephone: High Wycombe 2060 


BUCKINGHAMSHIRE 


ENGLANI 
Cables: Airmec, High Wycomb 


MARCONI’S WIRELESS TELEGRAPH COMPANY LIMITED . CHELMSFORD 4 ESSEX 
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System Planners 


Electronic Engineers 


Designers and Manufacturers of 


Sa ae 


Aeronautical Broadcasting 


Li oo sf 
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Equipment, Television, Radar 


and Navigational Aids on land, 


Lg 


at sea and in the air 4g 


..,are in capable hands 


MARCONI 
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Transformers good enough for 


SAVAGE 
TRANSFORMERS 


We can add nothing to 
the obvious inference that 
none but the best is good 
enough for the Rolls- 


Royce Laboratories. 


7385 


(SAVAGE ,. 


ely 
“mite? 


ep DEVIZES 


SAVAGE TRANSFORMERS LTD. NURSTEED RD., DEVIZES, WILTS. Tel: Devizes 93. 


Lewcos Insulated Resistance 
Wires with standard coverings 
of cotton, silk, glass, asbestos, 
standard enamel and synthetic 
enamel are supplied over a 
large range of sizes. 


Send for leaflet LBI1 


THE LONDON ELECTRIC WIRE COMPANY 
AND SMITHS, LIMITED 
CHURCH RD., LEYTON, LONDON, E.1I0 


Incorporating Frederick Smith & Company 
Associated with The Liverpool Electric Cable Co. Ltd. and Vactite Wire Co. Ltd. 


ROLLS-ROYCE 


AMPLITUDE - FREQUENCY 
CHARACTERISTICS 
OF LADDER NETWORKS 
by E. Green, M.Sc. 


“Amplitude-Frequency Characteristics of Ladder 
Networks”’ deals with the design of Ladder Networks 
to give desired exact amplitude characteristics. The 
general synthesis of these networks to give Butter- 
worth or Chebyshev amplitude response in the pass 
band, dealt with in the first part of the book, is applied, 
in the second part, to the design of normal filters, 
broadband valve couplings or couplings between a 
transmission line and a reactive load. A full biblio- 
graphy of the subject is given and a foreword has been 
written to the book by Milton Dishal of the Federal 
Telecommunication Laboratories, U.S.A. 


The first of a series of 


MARCONI MONOGRAPHS 


dealing with Telecommunication subjects 


of contemporary interest. 
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finer names 
in an ever widening 


field... 


A °C trad Sra 


G.E.C. ELECTRONIC DEVICES 
Transistors 
Silicon Diodes 
Germanium Diodes 
Cathode Ray Tubes 
Miniature Neon Indicators 
Voltage Stabiliser Tubes 
Geiger Miller Tubes 
Photoelectric Cells 
Barretters 


OSRAM VALVES 
Receiving Valves 
Transmitting Valves and 
Industrial Valves 


THE GENERAL ELECTRIC COMPANY LIMITED, MAGNET HOUSE, KINGSWAY, LONDON, W 


PG. 


2 
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CARPENTER POLARIZED RELAYS 


have these outstanding features 
HIGH OPERATIONAL SPEED e HIGH SENSITIVITY 
FREEDOM FROM CONTACT REBOUND 
NO POSITIONAL ERROR « HIGH CONTACT PRESSURES 
EXCEPTIONAL THERMAL STABILITY « EASE OF 
ADJUSTMENT « ACCURACY OF SIGNAL REPETITION 


The Carpenter Polarized Relay will respond to weak, ill-defined or short- 
duration impulses of differing polarity, or it will follow weak alternating 
current inputs of high frequencies and so provide a continuously operating 
symmetrical changeover switch between two different sources. 

Five basic types are available with a wide range of single and multiple 
windings. Particulars of the type best suited to your purpose will be gladly 
supplied if you will send us your circuit details. 


Manufactured by the sole licensees 


TELEPHONE MANUFACTURING CO. LTD 


Contractors to Governments of the British Commonwealth and other Nations 


HOLLINGSWORTH WORKS, DULWICH, LONDON, SE2I 
Telephone GIPsy Hill 2211 


In Science and Industry alike—among technicians, 
manufacturers and those engaged in the sale of electrical 
products—as well as among the public at large, the Philips emblem 
is accepted throughout the World as a symbol 
of quality and dependability. 


RADIO & TELEVISION RECEIVERS * TUNGSTEN, FLUORESCENT, BLENDED & DISCHARGE LAMPS & LIGHTING EQUIPMENT + © PHILISHAVE ” 
ELECTRIC DRY SHAVERS - ‘ PHOTOFLUX” FLASHBULBS + HIGH-FREQUENCY HEATING GENERATORS * X-RAY EQUIPMENT FOR ALL PURPOSES 
ELECTRO-MEDICAL APPARATUS * ARC & RESISTANCE WELDING PLANT AND ELECTRODES + ELECTRONIC MEASURING INSTRUMENTS * MAGNETIC 
FILTERS - BATTERY CHARGERS & RECTIFIERS * SOUND AMPLIFYING INSTALLATIONS * CINEMA PROJECTORS * RECORDING APPARATUS 


PHILIPS ELECTRICAL LTD. 


CENTURY HOUSE, SHAFTESBURY AVENUE, LONDON, W.C.2 


P.I43A 


In this country our plant is used by the 
G.P.O., the Ministry of Civil Aviation and 
British Railways. It is installed in many 
parts of the world in lighthouses where reli- 

ability is vital. It is in operation in South 
Africa, Australia, Denmark, the U.S.S.K., 
Malta, Syria, New Zealand and Norway ; as 
well as a number of tropical countries includ- 


\ 


_ Automatic Generating Plant 
ba 
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15th October, 1954 


Frederick J. Harlow, Esq., 
Austinlite Ltd., 
Lighthouse Works, 
Smethwick 40, 

England. 


Dear Fred,. 


I am writing to you in the hope that your people will 
be able td help us with a very tricky problem we have run 
into out here in connection with standby generating plant 
for a new telecommunication scheme. We cannot afford even 
a momentary interruption of supply, yet we cannot provide 
attendance or maintenance except, possibly, at monthl, 
intervals 


The more tricky the problem, the more arduous the conditions 

under which the equipment must operate, the better we like it. Difficult, 

unusual generating plant is our metier. It does not matter how long it must run without 
attention. It does not matter whether there is a mains supply or not. Nor if the supply 
is erratic and unreliable. Even if the requirements do not come within our standard 
range Austinlite plant can be designed which will ensure continuous, steady and 


extremely reliable supply. 


During the past 25 years Austinlite plant has been steadily developed, always with the 
emphasis on quality and dependability. We can now provide automatic generating plant 
of many types in sizes from 1.4 to 250kVA, for continuous unattended operation, or for 
mains standby work — to the strictest no break specification where necessary. However 
difficult a particular problem may be, we have good reason for the confidence with which 


we affirm that Austinlite can tackle it. 


(The makers of Sumo Pumps and Stone-Chance Lighthouses) 


| re? Nigeria, Malaya and Borneo. 


—hustinlite AUTOMATIG GENERATING 


PLANT Tailor-made by STONE-GHANGE LTD. 


LIGHTHOUSE WORKS, SMETHWICK 40, BIRMINGHAM 


LE.E. PROCEEDINGS, PART B—ADVERTISEMENTS ( xx ) 


eeesrcecee. 


High Q 
inductance 
coils 


wound on Ferroxcube cores 


Dew of compact and efficient tuned 
circuits and wave filters are making 
ever-increasing use of Mullard high Q 


inductance coils. 


Based on Ferroxcube, the world’s most 
advanced magnetic core material, these 
coils combine small size with an inductance 
of up to 30 henries over a wide frequency 
range. Furthermore, their convenient 
shape and self screening properties facilitate 


either individual mounting or stacking. 


Full details of these and other high grade 
components now available from Mullard 


will be gladly supplied on request. 


Special Features 


Small size 


Low hysteresis loss factor 


High value of inductance 


Low self capacitance 


Controllable air gap facilitating 
inductance adjustment 


Self screening 


Controlled temperature coefficient 


Operation over a wide frequency range 


Easily mounted 


\ JQ 100 i exoxe; 
FREQ.Kc/s. 


‘ Ticonal’’ permanent magnets, 


(Ea) 
Mullard sea Meenas, ace 
—YF Ferroxcube magnetic cores. 
, 


MULLARD LIMITED - COMPONENT DIVISION - CENTURY HOUSE - SHAFTESBURY AVENUE » LONDON - W.C.2 


(mM450) 
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Page erator. 
Marconi Signal ben 


This, together with other new designs 
for 1955, is fully described in the 1955 edition 


of Marconi Instruments Catalogue. 


MARCONI insTRUMENTS 


SIGNAL GENERATORS «= BRIDGES + VALVE VOLTMETERS - Q METERS *~ WAVEMETERS 


FREQUENCY STANDARDS + WAVE ANALYSERS + BEAT FREQUENCY OSCILLATORS 
MARCONI INSTRUMENTS LTD - ST. ALBANS <: HERTS - Phone: ST. ALBANS 6160/9 


30 Albion Street, Kingston-upon-Hull. Phone: Hull Central 16144. 19 The Parade, Leamington Spa. Phone: 1408 


Managing Agents in Export: 
MARCONI’S WIRELESS TELEGRAPH COMPANY LIMITED - MARCONI HOUSE * STRAND - LONDON, W.C,2 


TC59 
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cooling in confined spaces 


ONE OF THE SMALLEST AXIAL FLOW FANS EVER PRODUCED py 


The cooling of valves and other electronic apparatus in 
strictly limited space is successfully accomplished with this 
28” 9 oz. single stage fan. Designed with flange or clip 
mounting made to fit into any apparatus. 


“6 


. . highly successful, keeping the temperature well 
below permissible limits. The rate of air flow gives a 
complete change 20 times a minute,’’ wrote Messrs. Kelvin 
& Hughes Ltd., who incorporate a Plannair blower in the 
marine radar set shown 

below. 


Tel.: Leatherhead 4091/2231 (5 lines) 


Courtesy of Messrs. 
Kelvin & Hughes Ltd. 


PLANNAIR 


REGISTERED TRADE MARK 
—_— Pe ERI 


the air from electronic equipment, 


ELECTRICAL 
TESTING 
INSTRUMENTS A 
multi- 
range A.C./D.C 
Electrical Measur- 


ing Instrument of 
B.S. ist grade accuracy, pro- 
viding fifty ranges of readings 
on a 5-inch hand-calibrated 
scale fitted with an anti-parallax 


The meter will differentiate 
between A.C. and D.C. supply, 
the switching being electrically 
interlocked. The total resistance 
of the meter is 500,000 ohms. 
CURRENT: A.C. and D.C. 
0 to 10 amps. 
VOLTAGE: A.C. and D.C. 
0 to 1,000 volts 
RESISTANCE: Up to 40 meg- 


ohms, 
CAPACITY: .01 to 20uF. 
AUDIO-FREQUENCY 
POWER OUTPUT: 0-2 watts. 
DECIBELS: —25Db. to + 16 Db, 


The instrument is self-contained, 
compact and portable, simple to 
operate and almost impossible 
to damage electrically. It is pro- 
tected by an automatic cut-out 
against damage through severe 
overload. 


Power Factor and Power can be 
measured in A.C. circuits by 
Means of an external accessory 
(the Universal AvoMeter Power 
Factor and Wattage Unit). 
Other accessories are available 
for extending the wide ranges of 
measurements quoted above. 


Write for fully descriptive pamphlet. 


Size: 8 ins. x 7} ins. x 4% ins, 
Weight: 63 Ibs. 


£19 : 10s. 


Sole Proprietors and Manufacturers 


THE AUTOMATIC COIL WINDER & ELECTRICAL EQUIPMENT CO. LTD. 


Winder House . Douglas Street London S.W.1 Tel. VICTORIA 3404/9 


WHY IT PAYS TO USE 


Ersin Multicore Solder 


Radio Manufacturers all over the world prefer 
to use Ersin Multicore Solder in their factories 
and workshops. Even in the U.S.A., where 
more cored solder is produced than anywhere 
else in the world, many leading firms insist on 
British made Ersin Multicore. Below are 
some of the reasons why Ersin Multicore has 
attained such world-wide popularity. 


Ersin Multicore is the only solder containing 5 cores of Ersin Flux, 
a high grade rosin which has been subjected to a complex chemical 
process to increase its fluxing action, whilst still retaining the non- 
corrosive properties. Ersin Flux makes precision soldering quicker 
and more economical—it not only prevents oxidation during oldie 
but actually cleans the surface to be soldered, removing any oxide 
from the metal. 


_Five cores ‘of flux ensure flux continuity throughout the length of the 
solder wire—there are no lengths without flux. 


The correct proportions of flux to solder are always assured—no 
extra flux is required. Five cores of flux provide thinner solder 
walls, giving instantaneous melting. 


Soldered joints made with Ersin Flux do not corrode even after 
prolonged exposure to any degree of humidity. 


Only the finest virgin tin and lead are used im the manufacture of 
Ersin Multicore. 


G8 eS 8 


FOR FACTORY USE. The 
economies effected by using Ersin 
Multicore Solder play an important 
part in cutting production costs and 
keeping down the price of equip- 
ment. You get more joints per Ib. of 
Ersin Multicore—there is no waste. 
Soldering with Ersin Multicore 
is quicker too and every joint 
is a perfect electrical connection. 
Ersin Multicore Solder is made as 
standard for factory use in 6 alloys 


and 9 gauges, and is supplied on 
nominal 1 Ib. and 7 Ib. reels. Other 
Alloys and Gauges can be supplied 
to special order. Bulk prices on 
application. 

TECHNICAL INFORMATION. 
Electrical engineers and technicians 
are invited to write for compre- 
hensive technical literature about 
Ersin Multicore Solder containing 
useful tables of melting points, etc., 
and samples of alloys. 


MULTICORE SOLDERS LTD. 


Multicore Works, Hemel 


Hempstead, Herts. 


Boxmoor 3636 


- 
= 
=-_= 


high efficiency axial flow fan 


Plannair also supply wafters which create air disturbance and also extract 


PLANNAIR LTD., WINDFIELD HOUSE, LEATHERHEAD, SURREY 


GOBLIN WORKS, LEATHERHEAD, SURREY 
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Transmitter designers are now offered a complete 
range of V.H.F. tetrodes by Mullard. 


These high efficiency, high gain tetrodes make 


possible the design of transmitters with fewer valves 
\ | ' and, consequently, reduced initial cost. 

i | The higher overall efficiency of equipments fitted with 
FOR F M g T FLEVIS| 0 N TRANSM ITTERS Mullard tetrodes results in lower running expenses— 
olVE. a factor in the growing popularity of these valves inthe 

world market. Further details 
of these tetrodes and other 
Mullard valves and tubes may 
be readily obtained from the 
address below. 


TYPICAL LOAD 
POWERS AND 
FREQUENCIES 
(W) (Mc/s) 


V.H.F. Power k a 42 COD” 
Tetrode ; 20 175 


V.H.F. Power double f ‘| 39 200 
Tetrode A b 15 600 


AMERICAN 
TYPE No. 


MULLARD HEATER |V, max.]| pz max. 


TYPE No. 


CV3523 


CV2799 


V.H.F. Power double 
Cy2797 Tetrode 


V.H.F. Power 
Tetrode 


V.H.F. Power 
Tetrode 


V.H.F. Power 
Tetrode 


V.H.F. Power 
Tetrode 


* 2 Valves in 


MULLARD LTD., COMMUNICATIONS & INDUSTRIAL VALVE DEPT., 
CENTURY HOUSE, SHAFTESBURY AVENUE, LONDON, W.C,2 


MVT.169 


-CV2130 


CV2131 800 75 


156 
112 500 


3300 75 
*3500 220 


165 


QY5-3000A 6076 CV6076 
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Econom y b eg ins The latest developments in 


permanent magnet materials and 
at t h e techniques can effect remarkable 
economies, provided they are 
introduced at the design stage. 


Send for Publication 
P.M.131/51 “Design and 


Application of Modern 2 E R M A Nj fs | T 


Permanent Magnets” 


Made by the makers of Mi A G N E T S 


“Eclipse” Permanent Magnet Chucks 


JAMES NEILL & CO,.(SHE FP iseee ye ts De 
Sc RMEQESr hE) C Oat ENGLAND 


ML 


INSTITUTION OF ELECTRICAL ENGINEERS 


ABRIDGED 
WIRING REGULATIONS 


The Institution now publishes an abridged version of the 
Regulations for the Electrical Equipment of Buildings—commonly 
known as the I.E.E. Wiring Regulations. 

This pocket-size version, which does not alter the force of the full 
Regulations, is concerned only with single-phase domestic installations 
and is intended as a convenient means of reference for use on site. 


Copies of the Abridged Regulations, price 2s. 6d. (post free), 
may be obtained from 


THE INSTITUTION OF ELECTRICAL ENGINEERS 
SAVOY PLACE 
LONDON W.C.2 
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EDISWAN 


Staffs of Electrical and Electronic 
Laboratories and Test Rooms frequently 
design and construct their own units for 
supplying stabilised D.C. power; but 
for most general needs it is cheaper 
and more satisfactory to purchase an 


Stabilised Power Supply Units 


Ediswan Unit. Type R.1095 covers} the 
range 120-250 volts, and type R.1103 
250-400 volts. Both units work from 
A.C. mains supply and are designed 
for standard 19” rack mounting or for 
bench use. Meters are included. 


ili! 


TALL 


PRICES 


R.1095 £27-10-0 
R.1103 £57- 0-0 
Full details on request 


UTNE LALLA CELE 


TOUTE 


BRIEF SPECIFICATIONS 


Input. 
Output. 


Stability. 


Output Resistance. 
Ripple. 
Output Circuits. 


Mounting. 


Input. 
Output. 


Stability. 


Output Resistance. 
Ripple. 
Output Circuits. 


Mounting. 


Type R.1095 

200-250 volts, 40-100 c.p.s. 

High stability, D.C. output 120-250 volts at 0-50 mA 
and an unstabilised 6.3v. A.C. 3 amp. heater supply. 
A 10v. change in mains input results in an output 
change of less than 0.15 volts. 

A change from zero to full load results in an 

output change of less than 0.15 volts. 

Less than 3 ohms. 

Approximately 2mV R.M.S. 

All circuits isolated from earth. Heater supply can 
be operated at up to 500 volts from earth. 

The unit is designed for standard rack mounting 

or for bench use. Plated bench stands are 

available if required. 


Type R.1103 


200-250 volts, 40-100 c.p.s. 

High stability, D.C. output 250-400 volts, adjustable 

in three ranges. Maximum load is 200 mA up to 

350 volts and 150 mA from 350 volts to 400 volts. 

In addition two unstabilised 6,3 volt A.C. heater 

supplies are provided. 

A 10 volt change in mains input voltage results 

in an output change of less than 0,15 volts. 

A change from zero to full loads results in an 

output change of less than 0.4 volts. 

Less than 2 ohms. 

Approximately 5mV R.M.S. 

| All circuits isolated from earth. Heater supply can 

be operated at up to 500 volts from earth. 

| The unit is designed for standard rack mounting, 
or bench use. 


Illustration shows Ediswan Stabilised Power Supply 
Units type R.1095 and R.1103, rack mounted. 


ror 


it 


THE EDISON SWAN ELECTRIC CO. LTD. 155 CHARING CROSS ROAD, LONDON, W.C.2 


1 s: Ediswan Westcent, London 
Telephone: Gerrard 8660 Member of the A.E.I. Group of Companies Telegram ra 


Wiha. -_ 
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Cast nm ARALDITE 


jj This component is a part of the ‘Agglometron”™* oil treatment chamber. 
| It was cast in ‘Araldite’ because :— 

*An outstanding electrical insulator was needed 

*It had also to be oil-resistant 
*It was important that it should lend itself readily to casting and 
- machining 
‘Araldite’ as a casting and as a bonding resin is used in many 
components of the ‘Agglometron’. Its electrical and mech- 
| anical properties, its exceptional adhesion to metals and 
ceramics, its resistance to high temperatures, humidity 
- and corrosive agents suggest other uses in which the 
execution of new designs can be made practicable 
and the production of electrical components 
_ greatly simplified. May we send you full 
_ descriptive literature? 


_. ....... __sds—ci(‘(‘i‘ij 


ales 


sd Yad An electrical device developed . 
by Mr. O. E. Nekolla of Messrs. 
Menrow Ltd. (a subsidiary company. 
of J. & E. Arnfield Ltd.) for agglom- 
erating impurity particles in: circulat- 
ing oil to facilitate filtering. The name 
7 ‘Agglometron’ is a registered trade mark for 
the high voltage treatment chamber included in 


the filtration yee and is ies o B.P. 698,900. 


THESE ARE THE NEW EPOXIES ! us 

‘Araldite’ (regd.) epoxy resins are obtainable i in’ the folleas forms! eS 

@ Hot and cold setting adhesives for. metals and most other materials in common use. 

@ Casting Resins for the electrical, mechanical and chemical engineering industries. : ares ae 
@ Surface Coating Resins Jor the paint industry and for. ‘the ee of metal ee | : eg 


‘Araldite > Gg ORs calla Fes 


pig ska ee Telephon Sa ‘awston 187 


Aero Research Limited A Ciba Co 
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AILLMAN 


w 1+*4 ot 5 CHANNEI 
system 


pen Wires 
Single Cables 


Double Cables 
Radio Links 


One QUARTER THE SIZE as shown by the small uni 


at the front 


but IDENTICAL PERFORMANCE to the old standar« 


system shown behind 


at a PRICE hitherto unattainable. 


REPLACES the conventional 3 Channel System in al 


respects 


and will work on routes already using standard 3 Channel. 
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ed Five Star Points plus —the most comprehensive range of 
SIGNALLING and other facilities yet offered on such 


a system. 


5 SPEECH CHANNELS with any of the following : 


5 DIALLING CHANNELS 


5 TELEGRAPH CHANNELS 
plus 


5 —- 500-1000/20 RINGERS 


5 RINGERS convertible to DIALLING later 


5 DIALLING CHANNELS 
one at the top of each Speech Channel 


plus 
5 TELEGRAPH CHANNELS 


3 


¢ your choice—by simple “plug-in,’ interchangeable units ! 


T. S. SKILLMAN & CO. LTD., Grove Park, Colindale, London, N.W.9 
T. S. SKILLMAN & CO. PTY. LTD., Cammeray, Sydney, N.S.W. 
SKILLMAN CARRIER EQUIPMENT HAS BEEN SUPPLIED TO ENGLAND FOR OTHER THAN G.P.O. APPLI- 


CATIONS, TO AUSTRALIA, NEW ZEALAND, BELGIUM AND EGYPT, AND ENQUIRIES ARE INVITED FOR 
REPRESENTATIVES ELSEWHERE 
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<= 


rommiun 
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ISION CAMERAS 
In June 1920 the first advertised sound a EQUIPMENT 
radio programme was broadcast from the Marconi 
transmitter at Chelmsford. To-day Marconi 
high or medium power transmitters and high power 


aerials are installed in every one of the B.B.C’s 


television transmitter stations and Marconi 


) DUR TELEVISION 
television systems are being supplied to countries ' USTRI AL TELEVISION 


in North and South America, Europe and Asia. 


MARCONI 


Complete Television and Sound Broadcasting Systems 


MARCONI’S WIRELESS TELEGRAPH COMPANY LIMITED . CHELMSFORD « ESSEX 
LG 3." 


( xxxi ) 
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POWER RECTIFIERS 


AH.200 


AH.201 
AH,205 
AH.211 
AFH.220 
AH.213 


AH.217 
AH.221 


Mercury 
Vapour 
Filled 


Hydrogen 
Filled 


Max Dimensions 
in m/m. 


P.l. 
Voltage 


Peak 
Anode 
Current 


Mean 
Anode 
Current 


(a) Filament Voltage in phase with anode current. 
(b) Filament Voltage 60°—120° out of phase with anode current. 
(c) AFH.220 is grid controlled with positive characteristics. 


Max Dimensions 
in m/m. Filament 


Length 


54 
176 


286 
222 
175 
132 


THYRATRONS 


Pl. 
Voltage 


Peak 
Current 


Mean 
Current 


3 Phase F.W. Output 


D.C. Volts | Rect. Cur’t 


15,000 


10,000 
21,000 
15,000 


15,000 


MRO RI OOO" 
DAHON Oo ONO 


10,000 
10,000 


Peak 
Power 
Level (a) 


Note (a) Product of Peak forward Voltage, Peak current and pulse repetition frequency. 


ENGLISH ELECTRIC VALVE COMPANY LIMITED 
WATERHOUSE LANE 


CHELMSFORD - 


ESSEX 


British 
Services 
Number 


CV 1628 


CV 2673 
cv 532 


CV 5 


CV 1835 


cv 2518 


British 
Services 
Number 


CV 1949 
CV 2868 


CV 2203 
CV 2520 
CV 1787 
CV 372 


& THYRATRONS 


American 
Equivalent 


American 
Equivalent 
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short sighted..! 


Dr. Frittertime likes to build special test 


equipment for every project—he thinks he 
gets better results that way. 


Many leading laboratories agree with us 
that you can’t do better than to equip with 
Solartron standard instruments. Take the 
Laboratory Amplifier—its high gain and 
sensitivity make it an admirable general- 
purpose instrument ; for instance, coupled 
with filters, it can be used as a selective 
amplifier. 
Rehability is the keynote 
x of Solartron Laboratory in- 
struments (they’re all 
guaranteed for 12 months, 
of course). Are you getting 
your share of  Solartron 


rehability? 


Brief Specification of the Laboratory Amplifier. Model AWS.51A 


AS A VALVE VOLTMETER AS A DEFLECTION AMPLIFIER 
Frequency Response: Level 15 c/s—350 Kc/s Level 15 c/s—350 Kc/s 

+ 0-25 db. an OEPAY Clay 
Bandwidth: 3 db down at 5 c/s and 3 db down at 10 c/s and 

800 Kc/s. 600 Kc/s. 
Gain: 94 db. 100 microvolts 84 db. 

input gives zero level 
on meter (fsd—2 db). 

Output Voltage: 5 volts at zero level on 240 volts peak to peak. 

meter. 
Output Loading: Minimum 25,000 ohms 0-5 megohms shunted 

shunted by 100 pF. by 40 pF each side. 
Noise Level: At full gain on 100 kilohms input, 1 volt measured 

on germanium rectifier type meter. ‘ : 
Gain Stability: 0-1 % for + 10 % mains variation. For full details write to: Dept. BI 
Input Impedance: 600 ohms or 100 kilohms, selected by a switch. 

ot 
ra) & b 7: 3 s 5 5 5 7-y 3 5 5 ‘ 5 Gj - 
SOLARTRON ELEGTRONIG GROUP LTD. 
Queen’s Road, Thames Ditton, Surrey ‘ Tel.: Emberbrook 561 : Cables: Solartron, Thames Ditton 


RELIABILITY-COSTS UNDER OUR GUARANTEE HAVE NEVER EXCEEDED 0:2% OF SALES 
ch nn a ee 


The Institution is not, as a body, responsible for the opinions expressed by individual authors 
or speakers 


‘ THE PROCEEDINGS OF 
THE INSTITUTION OF ELECTRICAL ENGINEERS 


EDITED UNDER THE SUPERINTENDENCE OF W. K. BRASHER, C.B.E., M.A., M.I.E.E., SECRETARY 


VoL. 102. PART B. No. 1. 


JANUARY 1955 


= 


Paper No. 1804 
Oct. 1954 


INAUGURAL ADDRESS 


By J. ECCLES, C.B.E., B.Sc., M.I.C.E., M.I.Mech.E., President. 
(Address delivered before THE INSTITUTION 7th October, 1954.) 


A sense of inadequacy serves to heighten my feeling of 
gratitude to my fellow-members for having accounted me first 
amongst equals in The Institution for the period of one year. 
My limitations are obvious and well known to many. As I 
stand here somewhat in awe of those giants, my predecessors, 
some of whom adorn these walls and benches, I can but promise 
to do my utmost to serve, whilst you may derive comfort from 
the thought that the wisdom of the Council, the knowledge of 
the Secretariat, and the restraining hand of tradition, will protect 
your interests. I thank you all. 

The Institution has a membership of nearly 39 000, but mere 
number is not strength, and the strength of this Institution 
jerives from the fact that it knits together in common fellowship 
hose professionally engaged in the whole range of electrical 
sngineering, from the practical application of well-established 
echnology to the translation of the newest theory into the tech- 
tical marvels of our age. 

To do so, there must be wise and energetic leadership with the 
naximum practicable degree of devolution of responsibility to 
he Sections, Centres and Sub-Centres. That this is achieved is 
1 tribute to the enlightened guidance of Mr. Brasher and his 
taff, and to the reservoir of managerial experience distilled 
hrough the deliberations of your Council. The manner in which 
he Sections and Centres discharge their duties, and seek to 
rromote the highest interests of The Institution and the technical 
vell-being of its members, is a source of constant admiration. 

Through the papers that are published, with or without dis- 
ussion, The Institution seeks to include in its Proceedings a 
omplete record of technical progress in all branches of electrical 
ngineering. Many of these papers are necessarily of a highly 
pecialized and mathematical nature. Whilst recognizing that a 
igh degree of specialization is essential to economic success and 
hat the tendency may increase, it is important to ensure that the 
eneral practitioner and other specialists are kept informed of 
he trend of events in fields other than their own. To this end, 
t is greatly to be hoped that more members will find time to 
resent papers of a general character on the current techniques 
n their own spheres. 

As I hope to show, we are faced with the prospect of an ever- 
xpanding range of research and experiment in difficult fields, 
nd if we are to succeed it is imperative that the volume and 
ality of technical education and training should be stepped up. 
tis the privilege and the duty of The Institution to offer informed 
dvice on this matter to those whose responsibility it is to decide 
} Mr. Eccles is a member of the British Electricity Authority. 
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the form and extent of the educational facilities to be provided. 
This duty is being discharged. 

One of the things causing concern is the inadequacy of the 
intake of students and juniors to the electrical engineering pro- 
fession. Insufficient schoolboys are imbued with scientific 
insight and knowledge of the part that science must inevitably 
play in securing an acceptable existence in an industrial country. 
Too many are unable to pass the university entrance examina- 
tions. If this defect should stem from lack of appreciation by 
headmasters, housemasters and careers masters of the indis- 
pensable necessity of scientific education, it calls for immediate 
remedial action at those levels. If the teaching of science in 
schools cannot be improved and extended, the universities may 
have to consider the selection of entrants more on potentialities 
than on detailed scientific knowledge, and themselves teach science 
from an earlier stage. Character and an inquiring mind may be 
a better foundation than very early knowledge of Ohm’s law. 

A further thought on this may be worthy of record. It is a fact 
that each generation of technologists has to learn its technology 
from the beginning. There is no way of starting where the other 
man left off. Each must plod through the ABC of the subjects 
he elects to study. To simplify this process should be a duty of 
educationalists, and how better might this be started than by 
simplifying the units in which basic quantities are measured? 
The rationalized M.K.S. system of units has been recommended 
as an international standard by leading authorities, and it would 
seem that the time has now come when this simplification could 
be used exclusively in textbooks and academic courses. 


Although there is no restriction upon the subject-matter of an 
Inaugural Address, it will not have escaped notice that almost 
invariably each holder of this office has, quite naturally, chosen 
to discuss in his Address some aspect of the work upon which he 
is engaged. 

I am an electrical power engineer and, fortunately for you, 
though unhappily for me at this moment, Sir John Hacking in 
his memorable Address three years ago, and more recently in 
his Presidential Addresses to the British Electrical Power Con- 
vention and to the Junior Institution of Engineers, has given 
very full accounts of the immediate past and middle-distance 
future of electrical power engineering in this country. 

One could attempt to dot some of the i’s and cross the t’s of 
what has already been written. The story of the 275-kV Grid 
could be brought up to date. Then, too, there is the proposed 
cross-Channel connection linking Britain with the European 
mainland across a 26-mile stretch of turbulent sea with rocky 
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foreshores and an uneven bottom reaching a depth of 216ft at its 
lowest point. Again, thereis the continued story of endeavour and 
achievement in the field of power generation in which the equiva- 
lent of six modern power stations are fully equipped each year, 
thus bringing into use some one and a half million additional 
kilowatts of electrical generating capacity in Great Britain alone. 
On the utilization side there is a human story in the manner in 
which electricity is spearheading the drive for food production 
and arresting the depopulation of the countryside, and there is 
much of technical interest in the means whereby annually over 
10 000 farms and three times as many rural dwellings are receiving 
supply in this country for the first time. 

It would have been possible to develop and arrange thoughts 
on these and other aspects of electrical power engineering, but 
inevitably they would have had to be of a detailed character 
and so were better dealt with in discussable papers. 

In this Address, therefore, I wish, with your permission, to 
depart a little from tradition and offer some observations of a 
very general character on the long-term past and future of power 
engineering. Much of what I propose to say will be familiar to 
many members, for never before has there been such an awareness 
of the consequences of continued exploitation of known natural 
sources of energy or so much written about the need to discover 
and utilize new ones. From the initiated I crave indulgence. 

Before delving into the past or peering into the future, it may 
be well to consider what it is the power engineer seeks to do and 
why it is necessary to have him around at all. The function of 
the power engineer, as I understand it, is to give man command. 
over Nature by releasing her great storehouse of energy and 
presenting it in forms and quantities that, at one end of the 
scale, enable him to achieve the otherwise impossible, and at 
the other, enable him to gain a livelihood without undue physical 
exertion. Between these extremes he provides, in a great variety 
of ways, the means whereby man may live a fuller life, or if 
he chooses, effect his own destruction. To-day we accept the 
benefits as a matter of course, and realize their significance only 
when they fail to appear, but let us pause for a moment to discuss 
their magnitude and their effect upon our mode of living. 

Each year in this country we consume about 200 million tons 
of coal. It is probable that half of this is used to produce 
mechanical and electrical power. Taking a realizable efficiency 
of conversion from coal to usable power at the point of applica- 
tion, it is easy to show that 100 million tons of coal used in this 
way will do the work of at least 750 million unaided men working 
a 44-hour week for 50 weeks. The population of this island is 
rather less than 50 million, and hence by the conversion of this 
amount of coal into work we have endowed each man, woman 
and child with fifteen slaves to do their bidding. These slaves 
propel trains and trams, operate cranes, turn lathes and boring 
mills, whirl vacuum cleaners and washing-machines and actuate 
the myriad host of power-driven appliances on which our 
civilization depends. 

Oil provides another set of slaves to propel cars, buses and 
lorries, tractors and bull-dozers, ships and aircraft, and a calcula- 
tion of the same kind: shows that the present consumption of 
liquid fuel in this country provides the equivalent of a further 
five slaves for each living soul in Great Britain. These latter 
have to be purchased in, and transported from, foreign lands, 
but, this done, the whole platoon requires neither food nor 
raiment, and all we have to do is to provide their working tools 
and ensure that they are usefully employed. 

The conversion factors used may not be quite accurate, but 
they are of the right order, and the result illustrates our utter 
dependence, in the 20th century A.D., on the sources of power 
in nature brought under control and regulated for our benefit 
by the power engineer. 


How then has it come about that each of us has to depené 
upon 20 inanimate slaves to Maintain his present standard of 
mobility, comfort and leisure? For how long has this beer 
going on, and what are the chances of its continuance? Thes¢ 
are some of the vital questions of our age, and in attempting to 
answer them let us go backwards in history a little way. 


Some geologists compute the age of the earth to be about 3 00C 
million years. Nine-tenths of that period passed without any 
event of significance to power engineers until about 300 millior 
years ago, in circumstances which we can only conjecture, there 
seems to have occurred upon this planet a condition, or series of 
conditions, conducive to luscious vegetable growth over large 
tracts of its swampy surface. Vegetation grew, decayed, was 
reborn, and decayed, repeating its life cycle for perhaps tens of 
millions of years, until there was built up stratum upon stratum of 
hydro-carbonaceous matter. 

Times changed, the climate altered, there were violent internal 
explosions with consequent disturbance of the earth’s crust, dry 
land became the sea-bed, the valleys were exalted, the mountains 
were brought low, there were long periods of snow and ice, anc 
never again have there been repeated in nature conditions sc 
conducive to an accumulation of her precious hydrocarbon store. 
To this event, or series of events, we owe the coal measures and 
the oil wells which to-day provide over 85% of the world’s fuel. 
This garnering of nature’s harvest being over, there is nothing of 
significance to relate until beings resembling man made thei 
appearance about a million years ago. We know little that is 
not somewhat speculative about the evolution of man, before 
the period of recorded history. It is thought, however, that ¢ 
million years ago he knew how to initiate and control fire. 
and it would seem that his progress since then has been con- 
ditioned as much by the state of his technology as by any 
other single cause. For a very long time men remainec 
gatherers as distinct from producers. They were content tc 
take what nature provided and use it as best they could. Late 
they assumed a more active role and endeavoured to improve 
upon nature by tilling and fertilizing the soil, using domesticated 
animals for work and food and fashioning tools of stone and 
metal to increase the range and usefulness of their endeavours. 
It was in this latter phase that the demand for fuel grew apace. 
Wood was required for warmth, for cooking and for smelting 
metal, and whole districts were deforested by burning for ne 
other reason than to provide wood-ash as a fertilizer. Large 
areas in India, China and other countries were devastated in this 
way, and when in these areas crops failed through lack of further 
enrichment of the soil, the population was decimated by starva- 
tion, and so the culture died that had blossomed in the previous 
age of plenty. : 

The record of these early civilizations seems to show that ar 
improvement in technology encouraged an increase in population 
which overshot the capacity of the reigning technology to feed 
and to clothe, with the result that, in the exercise of that strongest 
human instinct—self-preservation—man with his limited know- 
ledge unwittingly cut off the branch on which he sat. Thus if 
was that lack of knowledge of what nature held in store, and lack 
of knowledge of how to use efficiently the known resources. 
caused cultures of high rank to wither and, in some cases, to 
vanish from the earth. 

However, the pattern was not even and, in some areas, im- 
proving supply technology, aided by slave labour, was able to 
meet the increasing demand for long periods, By 10000 B.c. 
men knew how to make bricks, by 6000 B.c. they began to tap 
the fossil fuels, beginning probably with the most accessible 
deposit, asphalt. Earthenware vessels were made as early as 
5000 B.c. The Chaldeans were skilful metal workers by 4000 B.c. 
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Limestone was calcined and enamelled pottery made in Egypt 
and Babylon by 3000 8.c. Asphalt was used in the building of 
the Pyramids and for waterproofing the walls of Jericho. In 
Babylon, roads were built by setting stones in asphalt, a practice 
tevived by J. L. McAdam some 2 500 years later. 

_ About 1000 B.c. the Chinese were using natural gas for fuel 
and lighting, which they procured from wells 3 000ft deep and 
transmitted in bamboo pipes. According to Herodotus, an oil 
well was working on the island of Zante in 400 B.c., the lighter 
fractions being separated by stretching a hide over a cauldron of 
boiling oil and wringing out the condensed liquid. 

The earliest recorded use of coal is 1100 B.c. in China. At 
that time, Chinese technology was sufficiently advanced to enable 
them to produce saltpetre, arsenic, mercury, vegetable oils, paper, 
sugar, printing and gunpowder. The first use of coal outside 
China was probably in Greece, and there is evidence that coal was 
known and used in Britain before the Roman occupation. 

These apparently isolated but perhaps not unconnected 
examples of technological progress coincided, in some cases, 
with quite advanced civilizations, but it may be significant that 
almost invariably an improvement in supply technology was 
accompanied by an increase in population and by an arrogance 
or indolence in the governing body, which formed the seed-bed 
of decay. In this respect, things came to a head round about 
500 B.c. In 538 8.c., Belshazzar was slain on the night of the 
handwriting on the wall and the Babylonian empire came to 
an end. In China, industrial progress ceased with the full 
flowering of the Confucian philosophy, and in India the caste 
system withdrew all intellectuals from the industrial crafts. 
Greek industrial progress died with Alexander the Great. 

These events and others ushered in a period of two thousand 
years of technological stagnation in which, whilst fuel was still 
used for heating, little further progress was made in establishing 
man’s command over nature. This period includes the Greek 
and Roman civilizations, which made little attempt to revive 
fuel technology. Greek intellectuals scorned those who tried to 
turn technical theory to practical advantage, and, though the 
Romans invented the water-wheel and the concave mirror for 
concentrating solar heat, their source of energy was almost 
wholly that of slave labour and animals right to the end. What 
was needed was the discovery and application of means to 
augment man’s energy and improve his transport. The 
Phoenicians had used the force of wind in sailing ships since 
1000 B.c.; Hero of Alexandria came near to converting heat into 
work; the Romans used water power and the Chinese had used 
the explosive force of gunpowder. But no one knew how to 
harness nature continuously on the scale necessary to suit the 
growing human need. 

It would be wrong to suggest that nothing happened anywhere 
during the Dark Ages. At the end of the Roman occupation, 
Britain experienced a political setback, but with the gradual 
emergence of more settled times the demand for fuel outstripped 
the current rate of vegetable growth and the countryside was 
being steadily denuded of its forests. Long before this, coal 
had been discovered as an outcrop and its value as a fuel was 
known. It was not a popular fuel, and in the reign of Edward I 
a decree was made compelling “all but smiths to eschew the 
obnoxious material and return to the fuel they used of old.” 

Thus we arrive at the 15th, 16th and 17th centuries A.p., with 
science and technology slowly awakening and facing the prejudices 
that had become entrenched in men’s minds, without opposi- 
tion, during their long period of hibernation. It was in this 
setting at the very end of the 17th century that an Englishman, 
Thomas Savery, invented the first successful steam engine and 
showed how heat could be converted into work. By means of 
this engine, improved by Newcomen and Watt, there was tapped 


an enormous reservoir of energy stored in the coal measures for 
300 million years. The amount of power that was there for the 
taking seemed unlimited and the scale of human achievement 
made possible by this new mechanical aid dazzled the imagina- 
tion. It was natural that the first applications of steam engines 
should be for pumping and winding at coal mines, but, once this 
main source of power energy had been made secure, their use 
became general. In 1827, the first steamship crossed the Atlantic 
to the New World, and in 1829 the first steam-driven railway 
locomotive was in operation. In 1884, Charles Parsons invented 
the first practical steam turbine, which so raised the sights in size 
and efficiency that to-day single machines are being designed for 
an output of 200 000 kW using only three-quarters of a pound 
of coal per kilowatt-hour. 

Contemporary with these events in the realm of steam, work 
was in progress on the design of machines in which controlled 
explosions of oil or gas could be translated into continuous 
mechanical power. The result was the internal-combustion 
engine, which, apart from many useful fixed applications, com- 
pletely revolutionized the mode, range and speed of transport. 
The first motor-car using this engine took the road in 1885, and 
the first aeroplane left the ground in 1903. 

Prior to the emergence of most of these applications, Michael 
Faraday had discovered and demonstrated how a new and more 
versatile form of power could be made available. As every 
member of this Institution is aware, it was at the Royal Institution, 
London, on the 29th August, 1831, that Faraday first demon- 
strated the basic principle of electromagnetic induction now used 
in every electric power generator throughout the world. 

The result of these epoch-making inventions and discoveries 
has been that man, after surviving for nearly a million years 
on the gifts of nature as they were currently produced, and being 
frustrated from further development by the inadequacy of his 
technology, has in some parts of the world during the past 
250 years developed a method of living that transcends everything 
hitherto achieved, but is largely dependent upon the use in enor- 
mous quantities of natural energy stored in a bygone age. 


Earlier in this Address, I suggested that the present use of 
energy was equivalent to the service of twenty slaves for each 
person on this island, and I posed questions on the chances of 
this state of affairs being maintained and what is likely to happen 
if the supply fails. I shall now attempt a qualitative answer to 
these questions in the light of current knowledge. 

Coal, oil and natural gas are wasting sources of energy, and 
in due course will cease to exist. It has been estimated that, in 
this island already, we have raised 25 000 million tons of coal 
and that the readily accessible coal remaining is about twice that 
amount. On this basis and at a modest increase in consumption 
we shall exhaust the accessible coal in about 200 years. The 
total coal reserve is probably very much greater, but much of it 
would be extremely costly to win. 

It is not easy to estimate the total coal reserves of the world, 
and although attempts to do so have been made, the results are 
subject to many qualifications—the thickness of the seam, the 
quality of the coal, its depth belew the surface and many other 
things have to be evaluated before its economic worth can be 
assessed. Economic worth is a relative term which depends on 
the availability and cost of alternative fuels. Liquid fuel enjoys 
a somewhat special.relationship to all others. 

A recent American assessment of the world reserves of all 
fuels is shown in Table 1. This estimate suggests that the world 
reserves of crude oil are only about 5% of world coal reserves, 
whilst, with 1 : 1 breeder reactors, the potential energy of nuclear 
fuel is more than twenty times as great as that of the world 
reserves of coal, oil and natural gas put together. 


Table 1* 


World reserves 


Source of data 


Crude oil 


Natural gaso- 
line 


Shale oil 


Natural gas 


Coal 


610 x 109 
barrels 
11:5 x 109 
barrels 


620 x 109 
barrels 
560 x 1012ft3 


3 482 x 10° 
tons 


Weeks and 
Moulten 
American 
Petroleum 
Institute 
Bureau of 
Mines 
American Gas 
Association 
Bureau of 
Mines 


Total energy 
B.Th.U. 


Total conven- 
tional fuel 


1-700 at1:1 
breeding 


Raw Materials 
Division of 
A.E.C. 

1 x 106 tons do. 71 


Uranium 25 x 10° tons 


Thorium 


Total new fuel 
(say) 


* Reproduced from CisLer, W. L.: “‘Economic Evaluation of the Industrial Use of 
Atomic Energy” (American Power Conference, March, 1953). 


The world annual consumption of coal is about 1 600 million 
tons and the consumption of crude oil is about 640 million tons. 
Unfortunately, simple arithmetic is of little practical value in 
computing the probable life of respective fuels in particular 
countries. There are some undeveloped countries with con- 
siderable coal resources in which the present use is negligible. 
On the other hand, highly developed countries are consuming 
coal at a rate disproportionate to their reserves. Furthermore, 
not all the known reserves are recoverable, although, on the 
other hand, more may be discovered. 

With regard to oil, it has been estimated that consumption in 
the United States will be doubled between 1950 and 1975, and 
if this rate of increase were general the life of world reserves 
would be very much reduced. In view of the widespread ten- 
dency to use oil more extensively in agriculture and for sea, air 
and road transport, the supply of this fuel may easily become 
critical within the lifetime of the present rising generation. 

This all too brief survey lends colour to the thought that, of the 
fossil fuels, oil will be the first to go. The efforts to produce a 
substitute liquid fuel may include the synthesis of coal, which, 
in turn, would accelerate the rate of destruction of this fuel. 
Even so, the reserves of coal are sufficient to allow time for the 
orderly development of alternatives. The geographical dis- 
appearance of fossil fuels will depend on the rate of uplift in 
relation to the amount of local reserves, and the rate of develop- 
_ ment of alternative fuels will depend, in the first instance, on their 
cost in comparison with that of local or imported fossil fuel. 
Obviously, the country with large reserves of all kinds of fuel is 
most favourably situated to maintain and expand its mechanized 
civilization, and provided it uses these resources economically 
and makes commensurate advances in its political and cultural 
life, it is probably destined to remain a world force for a longer 
period than other less well-endowed peoples. The importance, 
therefore, of the economical use of native fuel stretches far beyond 
the desirability of maintaining one’s standard of living, although 
it includes it. 

What then are the alternatives to fossil fuels? The general 
answer is nuclear fuel. I think, however, it would be wrong to 
give the impression that, although nuclear energy is there for the 


turbines. 
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taking, it is a simple matter to release it in quantities suited to our 
requirements. Hitherto heat has been obtained by amputating 
and re-grafting the limbs of matter; in nuclear fission, it is 
proposed to tear out and divide its heart. 

It is not possible to make an accurate forecast of what the 
future fuel situation will be. There are so many imponderables. 
the frontier of knowledge is being constantly expanded, Nature 
herself may take a hand as in the previous Ice Ages, and the 
reaction of humans to changing circumstances must be giver 
due weight. 

The increase in world population is an important factor. Eve 
since man’s emergence from the Dark Ages, world populatior 
has been increasing. Curiously enough, this has been noticeable 
even in countries where technology showed no advance. Perhaps 
the general trend has been made possible through better means 
of communication whereby the effects of industrial technology 
and medical science are felt beyond the confines of the countries 
that initiate them. Whatever the reason, most countries have 
participated in the production of a world population which has 
enjoyed a four-fold increase during the last 300 years and is now 
growing by 20 millions a year—that is bymore than 2000 an hour. 

The fate of previous civilizations has been sealed when popula- 
tion outstripped the ability of their technology to provide 
sustenance and shelter, and the fate of our own cannot be 
dissociated from this self-same influence. 

In this welter of possibilities, it may be of value to look at two 
possible alternative situations—one on the assumption that 
nuclear fission or nuclear fusion will not prove to be a practical 
means of providing power, and the other that it will. 

Without atomic energy, the main alternatives to coal, oil and 
natural gas are water power, tidal power and wind power, with 
solar energy and geothermic heat available in certain zones, and 
wood, peat, and animal wastes each making its own contribution. 


Water Power 


The conditions which make water power most readily available 
are adequate rainfall on a large elevated catchment area, a 
suitable reservoir in which to impound water at this high level, 
a relatively steep conduit to a low level where the power unit is 
situated, and adequate means for disposing of the spent water. 

Hitherto the assessment of world inland water-power resources 
has included only those which show prospect of economic 
development and are not required for other purposes such as 
navigation, irrigation or domestic use. In future, much more 
may be pressed into service, perhaps for dual purposes of which 
power will be one. However, the most recent estimates show 
that the world total of inland water power, 40% of which is in 
Africa, could supply at least three-quarters of man’s present 
energy requirements. 

One of the largest and most spectacular sources dot water power 
lies at the western end of the Mediterranean. This inland sea 
loses water through evaporation which is not wholly recovered 
from its river inflow, with the result that water is constantly 
flowing through the Straits of Gibraltar, and to a lesser extent 
through the Dardanelles. If, therefore, both straits were 
dammed, the level of the Mediterranean would gradually fall, 
and having established a suitable differential it could be main- 
tained by admitting water from the Atlantic through suitable 
Rough calculation shows that, with a differential of 
70ft, the inflow could develop 12 million kW, which is 75% of 
the present demand for electricity in Great Britain. It would 
require a modern Hercules to undo the work of his illustrious 
namesake, and no doubt the political repercussions would be 
considerable. The project is mentioned here only to illustrate 
the kind of thing that may have to be done in a more civilized 
world of the future when coal has ceased to be. 
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\ Tidal Power 


Tides are produced by the combined gravitational effect on the 

arth of the moon and the sun. Since the liquid portion of the 
arth’s surface is free to move, large oceans respond to the 
ifferential attractive force at the nether and the further shore. 
Vinds and currents also play a significant part. The result is 
hat, at any given point on the coastline of a large ocean, the 
idal lift normally varies cyclically twice in the course of a lunar 
lay, twice in the Junar month and twice a year. The amplitude 
f tidal lift varies from place to place. Since tides follow the 
noon and man’s efforts follow the sun, the tidal cycle is not 
o-ordinated to human needs, and, in this sense, tides are an 
satisfactory source of energy. 

The simplest device for using tidal energy is to trap water in an 
stuary, or reservoir, at the time of high tide, and after the tide 
as receded sufficiently allow-the trapped water to escape through 
urbines in which most of the energy due to the differential head 
s converted into useful work. The daily work periods are cyclic, 
nd their incidence in time of day also traverses twelve hours 
luring each lunar month. There are devices, such as pumped 
torage and double-basin working, by means of which the energy 
vailable for external work can be controlled and better fitted 
o human requirements. There is also a difference of up to two 
ours in the time of high tide at different places round our coast. 
f a powerful electrical transmission system were available to 
onnect together all such points, it would be possible to take 
idvantage of these time differences to reduce the amount of 
yumped storage. So long as the harnessed tidal energy formed. 
. small proportion of the total energy in the electricity system 
o which it was connected, it could be accepted as and when it was 
wailable without storage. The largest single tidal scheme in 
his country is that known as the Severn Barrage, and much 
hought has been devoted to the most effective way of harnessing 
he energy in this estuary. A number of comparable schemes 
re being investigated in other countries, but no tidal-energy 
yroject has yet reached the construction stage. 


Energy of the Wind 


Force is required to move air from one place to another, the 
corresponding energy being proportional to the cube of the 
locity. It is practicable to abstract some of this energy by 
lowing down the speed of air movement. 

Because of the low density of the medium, the energy release 
er unit volume for speed changes likely to be achieved in any 
yracticable windmill is quite small. Stated conversely, a windmill 
nust be a bulky structure with large-diameter vanes for even the 
elatively small output of 100 kW contemplated in recent designs. 
*urthermore, the wind bloweth where [and when] it listeth. It 
vould seem that, although there is a large amount of energy of 
novement in atmospheric air treated globally, practical considera- 
ions will limit the contribution to be made by this source to a 
mall proportion of man’s present-day energy requirements. 
Towever, even this contribution may be welcome when coal and 
i] have disappeared. 

Solar Energy 


The amount of solar energy reaching the land areas of the 
arth’s surface is equivalent to 10000 times man’s present 
equirements, and this may be the source from which the final 
cientific civilization will obtain its energy. Unfortunately, owing 
o the moderate temperature, the low intensity and the daily and 
easonal variations, there is little hope of producing mechanical 
yower by present known methods in any but tropical and semi- 
topical regions. Interesting developments are taking place in 
lomestic space-heating and in solar cooking. Some 6 000 solar 
ookers are being sold in India per annum, each capable of 


cooking a vegetable meal in about twenty minutes. If this 
practice extends, hundreds of millions of people will be able to 
cook their daily meal all the year round without using animal 
wastes for fuel. Soil fertility should improve correspondingly. 


Neglecting, therefore, for the moment the possibilities of 
nuclear fission, the most reliable and economical alternative to 
coal and oil is water power if one looks at the world as a whole. 
However, the locations of possible water-power projects are such 
that quite fantastic power transmission schemes would be 
required to transport the energy to present centres of population. 
Apart from the political implications of such energy transfers 
across national frontiers, they present technical problems of a 
scale and type quite beyond anything that has been solved 
hitherto. 

An alternative to transmitting the energy to the people is to 
transport the people to the energy source, and a considerable 
shift in the weights of population may well take place in the 
future if nuclear fission proves to be intractable as a source of 
industrial power. Great efforts would, no doubt, be made to 
ease the situation by developing tidal, wind and solar power in 
localities where there was little water power. 

The foregoing assessment of the situation which may arise in 
the absence of a successful outcome of the attempts to harness 
the fission or fusion process for industrial purposes suggests that, 
when coal and oil are exhausted, it should be possible to muster 
man’s present-day energy requirements from all the known 
sources, but that energy transmission or population transportation 
would present enormous technical and social problems. It 
underlines the absolute necessity to master the fission or fusion 
technique if the present pattern of civilization is to endure. 


Nuclear Energy 


Let us now look briefly at the nuclear-power possibilities. 

Professor Einstein postulated that matter could be converted 
into energy. He calculated that the annihilation of one pound 
of matter would release energy equal to 11 340 million kWh of 
electricity. Were such complete conversion possible, six pounds 
of matter would release energy equivalent to the whole of the 
electricity generated in Britain last year. No means has yet been 
found to achieve this result. 

It has been possible, however, to release a tiny fraction of the 
mass energy of matter by persuading a heavy atom to divide into 
two lighter atoms whose combined mass is a little less than that 
of the heavy one. Similarly, it has been possible to release 
energy by persuading a number of light atoms to form a single 
atom whose weight is a little less than the sum of the weights of 
the lighter atoms which combine to make it. 
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Reproduced from KENDALL, J. T.: ““The Production of Atomic Energy,” Engineering, 
1946, 161, p. 75. 


Fig. 1 illustrates some of the possibilities. In it are shown 
the deviations from whole numbers of the atomic masses of a 
number of elements on a scale in which the mass of oxygen is 
taken as 16. Some of these deviations are positive and some 
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negative. Theoretically there should be a release of energy when 
atoms with a more positive mass deviation divide or combine to 
produce atoms of a less positive or of a negative mass deviation. 
The division of uranium into two lighter elements or the fusion 
of hydrogen into helium offers the possibility of energy release. 
The diagram suggests that there are other possibilities. 

Since hydrogen constitutes a substantial proportion of the 
earth’s crust, the potential energy from the hydrogen-helium 
fusion process could be enormous. A practical difficulty is the 
sustained temperature at which this reaction takes place, and it 
would seem that, until something is discovered which will enable 
the reaction to proceed at a lower sustained temperature, the 
industrial application of this great energy source will remain 
unsolved. 

From published data on the fission of uranium, it would seem 
that the process can be controlled in such a way as to liberate 
heat at a temperature suitable for industrial power purposes, 
but that before efficient large-scale nuclear power stations are 
practicable, work has to be done on heat-transfer methods and 
materials and on the treatment of the products other than heat 
which form part of the process. There can be little doubt that 
these problems will be solved if the need to do so is sufficiently 
great. 

Of the uranium existing in nature, only about 0-7% is fissile. 
However, a process has been devised through which the remaining 
99-3% can, by a double reaction, be converted into plutonium, 
which is fissile. Thus it is now theoretically possible to release 
in a controlled manner the energy of fission of all the uranium 
and perhaps the thorium content of the earth’s crust. The 
practical and economic problem is to find the uranium and to 
separate and purify it. 

From this point of view, it is unfortunate that uranium is so 
widely dispersed amongst the other materials of the crust. For 
example, it has been stated that the uranium content of a ton of 
granite, if it could be isolated, would produce as much heat as a 
ton of coal. However, there is no known economical method 
of isolating the uranium content of granite, and this is equally 
true for trace contents in many other common substances. 

There remains, therefore, the problem of recovering pure 
uranium and thorium from their ores where they appear in forms 
and quantities that render the process economically practicable. 
It has been estimated that the availability and accessibility of 
uranium is such that (at present costs) an expenditure of £50 per 
pound of pure metal should be sufficient to mine and refine 
enough of this fuel to provide man’s present energy requirements 
for 1 500 years. Similarly, on the same basis, an expenditure on 
less productive ores of up to £100 per pound of pure metal should 
procure sufficient uranium to last another 8500 years. These 
very general figures should be taken only to indicate the satis- 
factory manner in which uranium can meet world energy require- 
ments and, broadly, what effort would be required to render it 
available. 

It is outside the scope of this Address to forecast the inter- 
national problems that may arise from the geographical distribu- 
tion of fissile material in nature, but without wishing to minimize 
them it can be said that they will just have to be solved if all 
peoples are to enjoy the benefits of a mechanized civilization. 

There are some who argue that, because it is now theoretically 
possible for nuclear fission to satisfy man’s total demand for 
energy, the pursuit of all other sources should be abandoned. 
I do not share that:view. There are problems to be solved before 
the energy of fission becomes a reality on a large scale. The 
chemical process of uranium separation and purification will 
itself consume a considerable amount of energy, and in any event 
the alternative sources will be fully competitive for many years 
to come. 


As coal and oil approach exhaustion, a possible balance ma 
be found by harnessing all the water power of the world and, a 
far as possible, meeting local power requirements from thi 
source. Where there is a local surplus of water power, th 
energy could be used to purify fissile material so as to provid 
power in lands where the alternatives are insufficient. Sinc 
fissile material, even in its natural state, is easily transportable 
such packaged fuel might solve the power transmission probler 

Water power, tidal and wind power will, no doubt, b 
developed in many lands to minimize the need for imported fue 
and the world production of industrial alcohol will probably b 
greatly increased to provide much-needed liquid fuel. Indeec 
one of the problems of the Atomic Age will be the provision o 
small mobile power units, and it may be that part of the answe 
will be found in the use of nuclear energy via a fuel cell. A 
far as can be seen at present, nuclear energy will be made availabl 
to the people as electricity. Electric rail and road transport wi 
assume a newimportance. Britain will become a smokeless zone 


In sum, therefore, man having evolved during a million year 
has, over the past 250 years, developed a mode of living which i 
unique in human history. This achievement has thus lasted fo 
only 0:025% of his sojourn here and already it has made grea 
demand on the energy resources of our planet. Unless he i 
able and willing to match his technology to the unfolding need 
of the situation, he has no prescriptive right to a continuance o 
this latest civilization, and the history of civilizations disclose 
that discontinuity—decay and rebirth—is the normal method b 
which successive stages have been reached. 

However, to-day man is equipped with a knowledge of natura 
laws (science) and an ability to harness these laws to his need 
(engineering) that were absent in all previous civilizations, an 
there is good reason for thinking that the present mode of livin 
can be greatly prolonged if he will but use this knowledge an: 
ability aright. The test is one of competence in the political sens 
to learn how to live together in peace, and in the technical sense t 
unravel the unsolved relationships in nature and constrain ther 
to serve his ends. The political aspect, though extremely im 
portant, and something for which all must share the respons: 
bility, is outside our immediate scope this evening. But th 
progress of science and technology is the main object for whic’ 
this Institution exists and, as events are shaping, is one of th 
two vital matters that will condition the future of the human race 

These twin challenges must be met if civilization is to endure 
and members of this Institution are in the front line on one o 
the battlefields. It is an exciting situation. The need for mor 
and better physicists, chemists and engineers was never mor 
clamant, the results of achievement were never more worth while 
and it is extremely important that in our homes and schools th 
need and the prospect should be fully explained to the risin 
generation on whose shoulders the responsibility for continuit 
lies. 

We stand before the portals of an epoch. It is the privilege o 
scientists to unlock one of the doors through which humanity ma: 
pass to the enjoyment of a fuller and a freer life for the nex 
5 000 years. 

Let us all see to it that man is worthy of his achievements. 
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“ELECTRICAL CONDUCTION IN NON-METALLIC SOLIDS’’ 
(Asstract of Address delivered 13th October, 1954.) 


In recent years radio engineers have been making increasing 
use of devices which depend for their action on electrical con- 
duction in non-metallic solids, and the introduction of transistors 
has made us appreciate the benefits likely to be derived from a 
study of this subject. Of transistors as such I shall say nothing 
further here, but I thought it might be useful if I attempted a 
survey of other devices in which non-metallic conduction plays a 
part. In most of these devices the crystalline state of the solid is 
of vital importance, and I shall be speaking chiefly of what takes 
place inside a crystal which is nearly perfect. 


Conditions inside a Non-Metallic Crystal 


) Let us first consider how electrical conduction might take 
place in a non-metallic crystal such as sodium chloride for 
example. In metals there is an abundance of free electrons 
which are not attached to particular atoms and which can 
therefore move freely under the influence of an applied electric 
field, but in sodium chloride each electron is tightly bound to its 
parent nucleus so that the crystal is normally an insulator. 
From the results of X-ray analysis we find that the crystal consists 
of\a lattice of positive and negative ions, separated by distances 
of about 2:8 x 10-8cm. We all know that, in fact, each ion 
consists of a nucleus surrounded by various groups of electrons, 
but we do not perhaps always stop to consider the sizes of the 
components of these ions. Without specifying too exactly what 
is meant by the radius of a nucleus or of an electron, we may say 
that the effective radius of each of these particles is of the order 
of 10-!3cm, or about one hundred thousandth part of the 
distance separating two adjacent ions. Thus the interior of the 
crystal consists almost entirely of empty space in which the 
nuclei and the electrons occupy about one million millionth of 
the total volume. I emphasize this point because I think we 
sometimes feel instinctively that it must be difficult for an electron 
to thread its way between the solid particles which make up a 
crystal. In fact, there is plenty of room. 

But if the sizes of the component particles which make up the 

crystal are insignificant, the electrostatic forces which they exert 
‘on each other by virtue of their charges are very large. The 
electric field which these charges produce will vary enormously 
from point to point throughout the lattice but is usually much 
greater than any that we can produce artificially and may easily 
be as high as 1:5 x 10°V/cm. 
’ To sum up, the interior of a crystal of sodium chloride or any 
other non-metal consists largely of empty space in which very 
strong electric fields exist. The positively charged nuclei are 
arranged in a regular lattice, and each is surrounded by groups of 
electrons in motion, the whole forming an extraordinarily 
complex dynamical system. 


Conditions for Electrical Conductivity to Exist 


‘Tf an electric current is to flow through a crystal it must be 
carried by the motion of some of the charged particles about 
which I have been speaking. Although it is not impossible for 
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complete ions to move through the lattice, I shall not be con- 
cerned with conditions under which this happens, so the positions 
of the positively charged nuclei may be taken to be fixed. The 
innermost rings of electrons are so tightly bound to their 
respective nuclei that there is little chance of their breaking away, 
so they also are unlikely to contribute to electrical conduction. 
Let us therefore concentrate our attention on the outermost 
electrons attached to each nucleus, the ones least tightly bound, 
and consider the conditions under which they exist. 

To simplify our problem we consider only motion in one 
dimension. If .we draw any straight-line path through the 
crystal, the electrical potential will vary periodically along this 
path because of the periodic structure of the crystal. The forces 
governing the motion of the outermost electrons will therefore 
be somewhat analogous to those acting on a number of ball 
bearings trapped in the hollows of a piece of corrugated iron 


[Fig. 1(a)]. The balls are in motion and therefore have energy, 
C 
(a) 
A B 
© 
(6) 
A B 


Q 
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Fig. 1.—Gravitational analogy for the motion of an electron in a 
non-metallic crystal. 


and, in our one-dimensional gravitational analogy, this can be 
represented by supposing them to oscillate about their lowest 
positions up to the level of the line AB. Since we are repre- 
senting conditions in an insulator, the level of AB is below the 
crests of the corrugated iron so that the balls are tapped in the 
troughs. If this were not the case the balls would have sufficient 
energy to surmount the crests; they would be free and we should © 
be representing what happens in a metallic conductor. 

Suppose now that one of the balls, the one at P, say, is given 
an impulse towards A by some external means, so that it has 
sufficient energy to surmount the first crest at C. Neglecting 
friction, it will retain the whole of this energy when it falls into 
the next trough and will thus be able to climb over the next crest, 
and so on. In my diagram it looks as though the ball would 
collide with the one in the next trough, but we must remember 
that the case of electrons in a crystal is a three-dimensional one 
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and that the electrons occupy a minute fraction of the total 
space, so electron-electron collisions would occur very rarely. 

If the analogy which I have used gives a true picture of the 
state of affairs inside an insulating crystal, it is clearly necessary 
to modify our traditional ideas about the nature of an insulator. 
We have been accustomed to think of such a substance as one 
through which an electric current cannot flow or, in terms of 
electrons, as one through which electrons cannot move freely. 
We now see that the only hindrance to electronic motion is that 
the electrons cannot escape from-their parent nuclei. If they 
could be released by some external agency, they could move 
through an insulating crystal under the action of an applied field 
as freely as through a metal. 

I hope the simple gravitational analogy has been useful in 
making plausible the idea of electronic motion in an insulator, 
and I shall use it again to illustrate another aspect of this motion, 
but I must warn you that it greatly over-simplifies the picture 
and is faulty in several respects. Electronic motion in crystals 
can properly be dealt with only by the methods of quantum 
mechanics, but it turns out that a rigorous discussion of the 
problem leads to the same conclusion as our simple argument: 
that an electron once freed can move without difficulty through 
the crystal. The rigorous discussion also leads to a conclusion 
which cannot be reached by simple arguments, but which can be 
illustrated by reference to our simple model. Suppose that, in 
a particular part of the crystal, one of the electrons has received 
an impulse and has moved out of the region, leaving a vacancy 
as at P in Fig. 1(6). Then it turns out that an electron from 
either of the positions adjacent to this vacancy can move into 
it without difficulty even though its energy was previously 
insufficient to enable it to surmount the potential hill separating 
the two troughs. But if an electron from Q, say, moves to P, we 
may express the fact by saying that the vacancy or hole, as it is 
termed, has moved from P to Q. This process can go on 
indefinitely, and so the hole can wander freely through the 
crystal. Furthermore, since every jump which the hole makes 
in one direction is in reality caused by an equal jump of an 
electron in the opposite direction, the net transfer of electricity 
under the action of an applied field is the same as it would be if 
the hole had a positive charge equal in magnitude to the negative 
charge on an electron. Thus it has become common to speak 
about the motion of positively charged holes, and this motion 
constitutes a second process by which conduction can take place 
in a non-metallic crystal. It is by no means obvious, but it 
turns out that the speed with which a hole moves through the 
crystal is about the same as that with which an electron would 
travel through the same crystal under similar conditions of 
applied field. 

It may now be helpful to use another analogy and to liken the 
conduction of electricity through a non-metallic crystal to that 
through a gas. Both are normally insulators, but free electrons 
may be produced in either by ionizing processes which I shall 
shortly consider and both then conduct as a result of the motion 
of the free electrons. In the gas the production of free electrons 
leaves behind positive ions which move under the action of an 
applied field in a direction opposite to that of the electrons and 
so constitute a second process of conduction. Similarly, in the 
crystal, the part of the positive ions is played by the positive 
holes. However, before pushing this analogy further, it is 
necessary to say something about irregularities in the crystal. 


Irregularities in the Crystal 
Hitherto I have spoken about a crystal as though its lattice 
structure were perfect, but no such crystal exists. In the first 
place we cannot, in practice, deal with perfectly pure substances, 
so the lattice will contain foreign atoms with different properties. 


With existing chemical techniques it is difficult to reduce im- 
purities in most substances below about one part in a million. 
This means that our crystal is likely to contain about 101 
impurity atoms per cubic centimetre. Secondly, even if pure 
material were available, it would be impossible to grow a perfect 
crystal. Thermodynamical arguments show that, at room 
temperature (and still more so at higher temperatures) there wil 
always be a proportion of atoms (or ions) out of place in the 
lattice. Thirdly, the particles forming the lattice are in con: 
tinuous irregular oscillation about their mean positions, as ¢ 
result of their thermal energy. At room temperature the root 
mean-square amplitude of these oscillations might be abou 
10% of the distance between adjacent particles. 

For all of these reasons the lattice falls short of perfection 
and the periodic curve which I have hitherto used to represen’ 
the variation of potential along a straight line in the crystal mus 
be modified accordingly. One result of this can be mentioned ai 
once. Because of the irregularities, a free electron in its passags 
through the lattice will, from time to time, encounter abnormally 
high potential hills which it cannot cross and will be deflected by 
them. In the absence of an external field it will therefore pursue 
a random zigzag path, much as does a free electron whet 
traversing a gas. If an external field is applied, the motion o 
the free electron will still be largely random, but there will nov 
be a net drift in the direction in which the field is urging it 
This again is analogous to what happens in a gas, and we ma} 
borrow the terminology of gaseous conduction and speak of th« 
mobilities of free electrons and holes. Similarly, we may defin« 
a recombination coefficient for the union of free electrons anc 
positive holes. 

There are so many similarities between conduction in gase 
and in non-metallic crystals that it may be well to mention som 
of the differences. In gases the positive ions are always mucl 
heavier than the free electrons and move with correspondingl 
lower velocities. In non-metallic crystals the electrons anx 
positive holes often have nearly the same mobility. Impuritie 
(with which lattice defects must be included) play a much large: 
part in conduction in crystals than they do in most gaseou! 
discharges. There are several reasons for this. For one thin; 
they are localized in the crystal and cannot be swept away by a1 
electric field if they become charged. Then, again, some im 
purities in a crystal have their outermost electrons so loosel 
attached that most of the impurity atoms become ionized as : 
result of their thermal energy at room temperature, and thu: 
provide a source of free electrons in the crystal. No gas has ¢ 
low enough ionization potential to act in this way. Similarly 
some impurities ina crystal have a sufficiently great affinity fo: 
electrons to be able to capture them from the lattic at roon 
temperature and thus provide a source of free positive holes 
It follows that, when the carriers in a crystal are provided by) 
impurities they may be preponderantly of either sign, dependins 
on the nature of the impurities. In a gas the positive ions anc 
electrons are generally present in comparable numbers. Thes 
are very real differences, and many of the effects which can be 
produced in crystals have no counterpart in gases. 


Production of Free Carriers by Thermal Means 

So far, the presence of free electrons and holes in a crysta 
has been assumed, but little has been said about the ways i 
which they may be produced. The basic necessity is for exces: 
energy to be communicated to the most loosely bound electron: 
so that they may be detached from their parent nuclei, and there 
are three general ways in which this may be done. The tempera 
ture of the crystal may be raised to the point where therma 
energy of the lattice is sufficient to release some of the electrons 
swiftly-moving particles such as electrons or o-rays may be 
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allowed to fall on the crystal; or the additional energy may be 
provided in the form of photons or quanta of radiant energy. 
It will be convenient to examine these methods one by one and, 
at the same time, to consider what practical devices make use 
of them. 
_ At room temperature the electrons in a crystal will be in 
equilibrium with the lattice, and calculation shows that a certain 
fraction of them will be free. However, unless the energy 
required to detach an electron from its nucleus is considerably 
less than one electron-volt, the number of free electrons will be 
too small to produce appreciable conductivity. There are very 
few pure substances for which the ionization energy is as small 
as this—germanium is one of them—but in many impure sub- 
stances the ionization energy of the impurities is quite low. 
Such substances are semi-conductors. When they are heated 
the number of free carriers present in them increases because 
greater thermal energy is available in the lattice and so the 
conductivity of the material increases. Practical devices making 
use of this effect are known as thermistors and find application 
in many radio circuits. 

A much more important class of device making use of the 
properties of semi-conductors is to be found in the wide range 
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of non-linear conductors which are now in production. These 
include selenium and copper-oxide rectifiers, point-contact 
silicon and germanium diodes, and the silicon-carbide resistors 
which are used in protective circuits. 

Most of these non-linear conductors were developed before 
the theory of semi-conduction was properly understood, and in 
many of them the conditions are so complex that even now it is 
difficult to apply the theory to them. In most of them we are 
dealing not with a single crystal but with a micro-crystalline 
mass of variable and uncertain composition. Nevertheless, 
many of the properties of these rectifiers can now be satisfactorily 
explained, and there is little doubt that our knowledge of the 
theory will lead to improved performance in future. In contrast, 
we have recently witnessed the introduction of silicon and 
germanium junction diodes. In these the composition of the 
material is most carefully controlled and the theory is understood 
in considerable detail. In Fig. 2(a) is shown a comparison 
between theory and experiment for the current/voltage charac- 
teristics of a germanium junction diode. These curves are based 
on data obtained in the Bell Telephone Laboratories! and furnish 
a striking illustration of the extent to which the theoretical 
behaviour of these devices is understood. 

In Fig. 2(6), the experimental curve is plotted in a more 
conventional manner to emphasize the remarkable properties 
of these interesting rectifiers. More recently, figures have been 
published for silicon junction diodes at room temperature, 
which indicate that reverse currents as low as 10~!°amp and 
rectification ratios as high as 108 at 1 volt can be attained. 


Production of Free Carriers by the Absorption of Radiation or by 
the Impact of Swiftly Moving Particles 

A non-metallic insulating crystal may become conducting if, 
as a result of the absorption of radiation (ultra-violet, visible or 
infra-red), free electrons or positive holes are produced in it. 
The selenium cell, which has been known for many years, provides 
an example of this mechanism. In recent times it has been 
supplanted as a means of detecting and measuring light by other 
devices which are more stable and more sensitive. However, 
since the war, cells similar in principle to the early selenium cell 
have been developed in which the active material is a layer of 
suitably treated lead sulphide, lead selenide or lead telluride. 
These cells make excellent detectors of radiation over a useful 
part of the infra-red spectrum and are about one hundred times 
as sensitive as any other known detectors. The active layers in 
these cells are polycrystalline, and it seems certain that their 
action depends on effects taking place at the grain boundaries.” 

A more recent application of the photoconductive effect is its 
use in a new type of television camera tube, one form of which 
is termed the Videcon.3 For some purposes, this tube has 
advantages over the more commonly used types. 

I turn next to the phosphors used in the screens of cathode-ray 
tubes. Usually a phosphor consists of a crystalline powder 
(e.g. zinc sulphide) to which has been added a small percentage 
of activator (e.g. copper) in such a way that the activator atoms 
become incorporated in the lattice of the parent crystals. From 
measurements of the efficiency of such screens and from the 
colour of the light emitted (which is characteristic of the activator), 
it is clear that most of the energy of the incident electrons is 
communicated to the activator centres; yet few of the electrons 
collide directly with these’centres. 

To explain this energy exchange we assume that the initial 
process involves the creation of free holes and electrons, and 
that the activator centres become ionized by combination with 
the holes thus formed. Finally, the ionized activator centres 
unite with the free electrons and the excess energy thus liberated 
is radiated as light. 
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Although there is much evidence to show that this mechanism 
operates in many phosphors, it is inadequate to explain the 
behaviour of those which exhibit pronounced afterglow. In 
this case it is necessary to postulate the existence of irregularities 
in the crystal which attract electrons sufficiently strongly to 
immobilize them. Such irregularities are termed traps. The 
mechanism described above will now be complicated by the 
trapping of some of the free electrons, which cannot then combine 
with the ionized activator centres until they are released from 
the traps. This release is usually brought about by the thermal 
energy of the lattice, but may take appreciable time, so the 
emission of light decays gradually. 

The existence of electron traps provides a simple explanation 
of an experimental observation which would otherwise be 
puzzling. In the whole of what I have been saying on this 
subject it has been assumed that a non-metallic crystal will 
become conducting if sufficient energy is communicated to the 
valence electrons by incident radiation or swift particles. How- 
ever, if we evaporate metallic electrodes on to two opposite 
sides of such a crystal and connect them in a circuit with a 
battery and galvanometer, it is often found that no appreciable 
current flows when the crystal is irradiated. In explaining this, 
the first point to be made is that the incident radiation or 
particles will usually penetrate the crystal to only a very small 
depth. By hypothesis they are giving up energy to the crystal, 
so they will be strongly absorbed. In general, the electrons and 
holes formed in the region which is penetrated will have to travel 
across the rest of the crystal to the metal electrodes, and if the 
electrons become trapped in appreciable numbers, they will set 
up a space charge which completely neutralizes the applied field 
and causes the flow of current to cease. 

That this actually happens is shown by some experiments 
recently carried out by McKay,* in which a diamond was bom- 
barded with a pulse of high-energy electrons lasting only 
5microsec, and the current flowing across the diamond round a 
separate circuit was measured during this interval. It was found 
that the current decayed rapidly from its initial value, the rate of 
decay being smaller the greater the field applied to the crystal. 
This is what we should expect, since, with larger values of the 
applied field, it will take longer for the necessary space charge to 
build up. However, neutralization of the applied field was 
virtually complete after a few microseconds, even when the 
voltage applied across the crystal was as high as 500 volts. 

The conditions are quite different if the crystal is in the form 
of a very thin slice so that the incident radiation or particle can 
pass right through it without too much loss of energy. Under 
these circumstances, free electrons and holes are continually 
being produced throughout the crystal and any electrons which 


are trapped will rapidly be neutralized by recombination with. 
holes. There will then be no appreciable space-charge and the 
conductivity of the crystal can readily be observed. The con- 
ductivity produced in this way by a beam of electrons has been 
made the basis of operation of a picture storage tube known as 
the Graphechon.5 


The Present Position with regard to Non-Metallic Conduction 


Summing up the present position with regard to non-metallic 
conduction, we may say that the basic phenomena are beginning 
to be well understood but that in nearly every case of practical 
interest there are complicating effects which have not yet been 
fully elucidated. or example, our knowledge of what takes 
place at the junction of a metal and a semi-conductor is still very 
far from complete. | 

On the experimental side I have attempted to show the im- 
mense effect that impurities can have even if they are present to 
the extent of less than one part in a million, and by these standards 
very few pure chemical compounds have ever been prepared. 
When the problems of purification have been overcome, the task 
of growing single crystals of the required materials and of intro- 
ducing controlled amounts of known impurities into the lattice 
will remain. Finally we shall have to learn how to use the new 
materials in new practical devices. 

It is apparent, therefore, that we are only at the beginning of 
a very long story. The position is perhaps comparable with 
that of the thermionic valve thirty years ago. In 1924 the laws 
of thermionic emission were understood and we knew how to 
make thoriated-tungsten and oxide-coated cathodes. Vacuum 
technique had made great progress and the laws of electronic 
motion and of space charge were known. But only diodes and 
triodes had emerged as practical devices. 
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SUMMARY 


_ The properties of an artificial dielectric at centimetre wavelengths 
are compared with those of a solid material, and the possible definitions 
of the refractive index and the wave impedance are examined. It is 
concluded that the most appropriate definition of the latter is in terms 
of the reflection coefficient at an interface between the artificial 
dielectric and free space. The reactive fields which are set up near 
such an interface are discussed qualitatively, and a number of ways 
in which they may be represented are given. The paper concludes 
with suggestions for further applications of artificial dielectrics. 


(1) INTRODUCTION 


The increasing use of optical techniques at microwave fre- 
quencies has led to a search for media which refract electro- 
magnetic waves in the same way as glass refracts light waves. 
An obvious example is a solid dielectric such as polythene or 
polystyrene, but the cost and weight of these materials make 
them unsuitable if large volumes are required, as, for example, 
in the construction of lens aerials. A convenient substitute was 
‘described by Kock! in 1944 and consists of what is, in effect, a 
large-scale model of a solid dielectric, the molecules of which 
‘are replaced by highly conducting elements. Such media can 
be made to have a very low density and they reproduce the 
essential properties of solid dielectrics. They are frequently 
referred to as “artificial dielectrics,” a term which may con- 
veniently be generalized to include any regular array of con- 
ducting elements which refracts electromagnetic waves. 

At low frequencies, artificial dielectrics show an effective 
permittivity which can be calculated from the change in capaci- 
tance caused by inserting a slab of the medium between the 
plates of a capacitor. Results for a selection of the more useful 
media have already been reported.* Theoretical estimates of 
the relative permittivity may be obtained by using the Lorentz 
theory for non-polar dielectrics. This theory has a limited 
range of application, but reasonable agreement with experimental 
results is obtained if allowance is made for the short-range 
interaction forces between nearby conductors. 

Certain artificial dielectrics have a low-frequency permeability 
which differs from the free-space value. No measurements of 
these values have been reported, but theoretical values may be 
obtained by a method similar to that used for the permittivity. 
In any case the most useful artificial dielectrics do have the 
same low-frequency permeability as free space. 

When artificial dielectrics are used at high frequencies there 
is no guarantee that they will behave in the same way as would 
a continuous medium with the same low-frequency values of 
permittivity and permeability. An obvious possibility is that 
the properties of the medium may be frequency-dependent, i.e. 
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that it is dispersive. A more fundamental consideration is what 
meaning can be attached to permittivity and permeability at very 
high frequencies. Since electric and magnetic fields are then 
inextricably mixed, it becomes impossible to make independent 
measurements of the permittivity and the permeability. It is, 
therefore, desirable to make a thorough investigation of the 
behaviour of artificial dielectrics at high frequencies, and this 
is the subject of a research programme at present being carried 
out in the Department of Electrical Engineering at Imperial 
College. The first results of this are presented in the following 
papers by M. M. Z. El-Kharadly? and R. I. Primich,4 to which 
the present account of the general properties of artificial dielec- 
trics at high frequencies is regarded as a desirable introduction. 
A clear picture of the corresponding properties of solid materials 
is necessary for this purpose and these are summarized in the 
next Section. 


(2) WAVE PROPAGATION IN HOMOGENEOUS SOLID 
MATERIALS AT HIGH FREQUENCIES 


The electromagnetic properties of a homogeneous solid 
material are described by three quantities: namely, the per- 
mittivity, «€ = e9e,; the permeability, ~ = uou,; and the con- 
ductivity, o; where «, and p, denote the relative permittivity 
and permeability respectively. It will suffice to restrict the 
discussion to perfect insulators, for which o is zero, and to 
assume that « and yz are independent of frequency. The simplest 
and most common type of propagation in a solid material is a 
plane wave, for which the field distribution is well known. If 
the directions of the three mutually perpendicular vectors, the 
electric field, the magnetic field and the direction of propagation 
are taken as the x-, y- and z-axes respectively, then 


E, = Eo expj(wt — Bz) : H, = (EolZ) expj(wt — Bz) . (1) 


all the other field components being zero. The various para- 

meters are Ep, the arbitrary amplitude constant; w, angular 

frequency; f, phase-change coefficient; and Z, wave impedance. 
The last two are related to €« and pw by 


ote CT): i en em Seem TT 2) 
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The primary consideration is what can be deduced about the 
properties of the medium from measurements on the plane wave. 
The only quantities which can be directly measured are the 
amplitudes and phases of the electric and magnetic fields. 
From the rate of change of phase of either field the phase- 
change coefficient can be immediately obtained, while the wave 
impedance can be calculated as the ratio of the magnitudes of 
the fields at any point. The essential feature is that B and Z 
can be measured independently. There is, however, no way by 
which « and yz may be measured independently, and indeed the 
only way to obtain e and yp is to calculate them from eqns. (2) 
and (3) using measured values of B and Z. 


[11] 
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A similar conclusion can be reached for any type of -propa- 
gation in the solid material—when inserted, for example, in a 
waveguide—and it is worth recalling that the well-established 
methods for measuring € by the use of cavity resonators rest 
on the assumption that j for the material being~investigated 
has the free-space value, [Uo. 

The above conclusions require qualification in one respect. 
In a cavity resonator there are regions, of dimensions small 
compared with the wavelength, in which the value of the mag- 
netic field is low, and a measurement of the permittivity of a 
solid material may be made by placing a very small sample in 
such a region. There are other regions in which the electric 
field-is low and the permeability can be obtained in a similar 
manner. This technique cannot be applied to artificial dielec- 
trics, however, since the sample must include several conducting 
elements before it displays the same properties as a large sample. 
The use of samples whose dimensions are small compared with 
the wavelength is therefore excluded. 

It appears, then, that the basic parameters of a material at 
high frequencies are not « and w but B and Z. This has long 
been realized by workers in optics, who use the refractive index 
of a material as its fundamental constant. Any of the defini- 
tions of refractive index lead to the equation 


Bie inBy i 1e-ist 0k 


where Jo is the phase-change coefficient for a plane wave in free 
space. The refractive index, m, is more convenient to use than 
8, to which it is directly related by the above equation. The 
second parameter, Z, is invariably equal to Z)/n for the materials 
used in optics, Zp) being the wave impedance of a plane wave in 
free space. The wave impedance is therefore not usually 
considered in optical problems, but it must be retained in the 
radio case. 

Although the method suggested for the measurement of Z is 
a feasible one in principle, it presents practical difficulties, and 
a more convenient method is to measure the amplitude reflection- 
coefficient, p, when a plane wave is incident from free space 
normally onto a semi-infinite block of the material and then 
to calculate Z from the equation 


|p| 
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(3) PROPAGATION IN ARTIFICIAL DIELECTRICS 
(3.1) Definition of Refractive Index 


The precise meaning of the quantities n and Z for an artificial 
dielectric can only be determined by examining in detail the 
properties of a wave being propagated through the medium. 
For simplicity, the strip type of metallic-delay dielectric, Fig. 1, 
is considered and the strips are assumed to be placed in free 
space. The directions of the axes of the strips and of propa- 
gation are taken as the y- and z-axes respectively, and the only 
field components which are excited are E,, E, and H,.. These 
components do not vary in the y- -direction and so are functions 
of x and z only. Any component, E,, for example, may be 
written in the form 


= (x,z)'exp.(=7Pz) 45 poblsieees eee 
where (x,z) is a doubly periodic function with the property 
G(x + pb, z + ga) = b&,z) > PO I ® 


AL 
a, b being the lattice spacings shown in Fig. 1, and p, qg being 
integers. 


eit 2 
Ey Ts | 
a 
Fig. 1.—Cross-section of strip-type delay dielectric. 


Expressions similar to that in eqn. (6) occur in the band 
theory of solids> and the methods developed for this subject 
may be used to analyse the performance of artificial dielectrics.® 

Egns. (6) and (7) state mathematically the condition that the 
fields in any cell such as ABCD in Fig. 1 differ from one another 
only by the phase factor, exp (—jBz). The phase difference 
between any two corresponding points L and M is Bga, where 
qa is the distance LN. If the artificial dielectric is replaced by 
a solid material with the same phase-change coefficient the phase 
difference between L and M is again Bga. The refractive index 
of the solid is 8/By and this suggests that the same value be taken 
for the artificial dielectric. This is obviously permissible if 
lengths consisting of exact multiples of a only are considered. 

The phase varies between the points L and N as shown in 
Fig. 2. Instead of the linear change, shown by the broken line, 


Phase 


Distance along line LN 


Fig. 2.—Variation of phase in artificial and solid dielectrics. 


Artificial. 
— — — Solid. 


which applies for a solid material, the variation is oscillatory, 
the period of the oscillation being a. The amplitude of the 
oscillation depends on the function ¢(x,z) and indeed the 
difference between the curve and the straight line is just the 
phase of (x,z). The artificial dielectric can be said to have 
a definite value of refractive index only if the departures of the 
curve from the straight line can be ignored. The value taken 
for the refractive index is obtained by averaging the rate of 
change of phase over a distance equal to the spacing a. 


(3.2) Definition of Wave Impedance 


The problem of defining a suitable value for the wave impe- 
dance is not so simple. If the original definition in terms of 
the amplitudes of the electric and magnetic field strengths is 
retained, the wave impedance is a function of position. A 
definite value could be obtained by averaging either over the 
volume of the cell, or over a surface perpendicular to the direc- 
tion of propagation. However, this merely transfers the problem 
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elsewhere, for such an impedance could be measured only by 
plotting the complete field distribution throughout the cell and 
then averaging in the appropriate way. Further, it is far from 
clear what significance this quantity would have: for example 
eqn. (5) is most unlikely to be valid except in very simple cases. 
An averaging process is not therefore to be recommended since 
there is no simple method of measuring the quantity so defined, 
nor does it have any property of particular significance. 

An alternative procedure is to take eqn. (5) as the definition 
of the wave impedance. This has much to recommend it since 
the wave impedance appears in calculations only when junctions 
between different media are involved. Further, the wave 
impedance, defined in this way, may be méasured by the method 
suggested for solid materials. The values given by El-Kharadly? 
‘are for the wave impedance in this sense. 


(3.3) The Reactive Fields near an Interface 


_ There is another important consideration which must not be 
overlooked. The fields, set up when a plane wave is incident 
upon a semi-infinite block of an artificial dielectric, include in 
general a reactive contribution limited to the immediate vicinity 
of the interface. In the most widely studied example of this, 
the artificial dielectric consists of a set of parallel conducting 
plates and the reactive field causes changes in the phases of the 
teflected plane wave and of the wave transmitted into the 
dielectric.7 These phase-shifts must be specified before the 
properties of the artificial dielectric are fully known. 

The strip dielectric, Fig. 1, may be used to illustrate the way 
in which this interface effect arises. A previous paper’ has 
given a simple equivalent circuit, consisting of a transmission 
line loaded by shunt reactances at equal intervals, a, as shown 
in Fig. 3(6). This circuit is valid if the spacing a exceeds 0-75b. 
The wave impedance, as defined by eqn. (5), is in this case 
equal to the iterative impedance of a filter made up from a 
succession of sections such as LM in Fig. 3(6). Further, there 
are no phase-shifts if the effective interface is taken as‘a plane 
distant a/2 in front of the first plane of strips, i.e. QR in Fig. 3(a). 

When the spacing a becomes less than 0-756 the reactive 
fields, which are associated with each plane of strips and repre- 
sented in Fig. 3(b) by the reactances, X, are no longer com- 
pletely isolated. A reactive coupling now exists between suc- 
cessive planes of strips, and the equivalent circuit takes the form 
of Fig. 3(c), the series reactances, X’, arising from this reactive 
coupling.9 The reactive fields at the interface come from the 
element NP, one end of which has been left free. There is no 
obvious method of terminating this element to give a correct 
representation of the interface effect. A preliminary analysis 
of the behaviour at the interface, which is still in progress, 
shows that additional modes of propagation must occur within 
the artificial dielectric. These are evanescent in the cases of 
immediate interest. So far no theoretical values for the phase- 
shifts at the interface have been obtained. 

' An alternative explanation of the interface effect can be 
obtained from the Lorentz theory for non-polar dielectrics.* 
The dipole moment induced in each conductor depends on the 
effective field, ic. the sum of the incident field, Ep, and an 
interaction field, E,, caused by the dipoles induced in the other 
conductors. In an artificial dielectric of infinite extent, E, has 
the same magnitude at each conductor, but this cannot be true 
if an interface exists as in Fig. 3(a). The general behaviour 
near the interface can be deduced by making the simplifying 
assumption that E, arises primarily from the elements imme- 
diately adjacent to that being considered. The reaction field 
may then be assumed of constant magnitude for any element 
in rows 2-3... in Fig. 3(a), but it must be different for the 
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Fig. 3.—Representations of the artificial dielectrics. 


(a) Free-space interface. 

(b) Simple equivalent circuit valid if a > 0:75b. 

(c) Equivalent circuit if a < 0-756. 

(d) and (e) Alternative representations in terms of solid materials, 

(f) General equivalent circuit. 

Tp is a transmission line with phase-change coefficient 89 and characteristic impedance 
Zo. 

T is a transmission line with phase-change coefficient @ and a characteristic impedance 
equal to the wave impedance of the artificial dielectric as defined by eqn. (5) 

Vo represents free space. 

V; represents a transition layer of unknown parameters. 

V represents a solid material with the same phase-change coefficient and wave 
impedance [in the sense of eqn. (5)] as the artificial dielectric. 


elements in row 1 since there is no row to the left of this. The 
dipole elements induced in the elements of the first row differ 
from those in the other rows and there must, therefore, be a 
transition region between free space and the artificial dielectric. 
This region may be represented in many ways. A simple one 
is to represent a region such as ABCD of Fig. 3(a), which 
contains a line dipole of moment m per unit length in the 
y-direction, by a continuous material with polarization mA 
where A is the area of the region ABCD. The structure of 
Fig. 3(a) is then equivalent to that in Fig. 3(d) in which a tran- 
sition layer is interposed between free space and the continuous 
medium corresponding to the main bulk of the artificial dielec- 
tric. An alternative is to make the polarization in the transition 
layer have the same value as in the remainder of the dielectric 
and to change its volume’so that the total dipole moment in the 
transition layer is the same as for the first row of strips. This 
gives Fig. 3(e) which shows a shift A in the position of the 
interface. 

The argument of the previous paragraph is far from rigorous 
since only changes in the electric polarization have been con- 
sidered. Further, the interaction field acting on an element 
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may arise from elements other than those immediately adjacent 
to it. The technique may be extended to allow for these 
other considerations by replacing the single transition layer of 
Fig. 3(d) by a number of layers with varying values of refractive 
index and wave impedance. In principle, the representation of 
the artificial dielectric may be made as accurate as may be 
desired but at the expense of introducing additional parameters. 
Since there is as yet no theory from which these may be calcu- 
lated, a technique has to be developed by which they may be 
obtained experimentally. El-Kharadly? has done this for the 
representation given by Fig. 3(e). 


(3.4) Other Representations of Artificial Dielectrics 


The general representation outlined at the end of the previous 
Section is more detailed than is required for most practical 
problems. It provides a method by which the average field 
over any cell may be deduced from an equivalent assembly of 
continuous media. Similar suggestions have been previously 
put forward by Corkum!® and Susskind!! but neither author 
has given a detailed account of how the parameters in their 
representation could be calculated or measured. 

The most important practical problem associated with artificial 
dielectrics is the determination of the phase-shift caused by a 
slab of the medium and of the amount of power reflected from 
it. This does not require a detailed knowledge of the fields 
near an interface but only a measure of the phase changes in 
the principal transmitted and reflected waves. It is sufficient 
for this to specify the transmission and reflection coefficients 
with respect to a chosen interface such as QR in Fig. 3(a): 
complex values of these coefficients indicate the presence of 
phase changes. When two or more interfaces are involved, the 
overall reflection and transmission properties can be calculated 
with the help of general formulae. This approach has been 
used by Primich* in a study of the interface effects for a medium 
formed from parallel, perfectly conducting, plane surfaces. 

While the specification of reflection and transmission coeffi- 
cients gives all the necessary information, it lacks the tangibility 
of an equivalent circuit. It is easy to convert the one into the 
other, however, and the possible equivalent circuits are identical 
in form to those which have been studied in connection with 
waveguide junctions.!* The most appropriate is shown in 
Fig. 3(/): transmission lines Ty and T represent free space and 
the artificial dielectric, respectively. The impedance of T is 
equal to the wave impedance as defined by eqn. (5). Distances 
on the free-space side of the interface QR, Fig. 3(a), correspond 
to distances measured from A in Fig. 3(/) and distances in the 
medium from QR correspond to distances from B. The addi- 
tional lengths, ZL, and L,, of the transmission lines inserted 
between A and B are determined by the phases of the reflection 
and transmission coefficients. The circuit has the advantage 
that structures involving more than one interface can be analysed 
using only transmission-line formulae. There is no fundamental 
- difference between the use of reflection and transmission coeffi- 
cients and the equivalent circuit, and a choice between the two 
rests on personal preference. 


(4) DEPENDENCE OF THE REFRACTIVE INDEX AND THE 
WAVE IMPEDANCE ON FREQUENCY 

Artificial dielectrics generally commence to show dispersion 
when the wavelength of operation is less than ten times the 
largest cell dimension. A number of simple formulae, which 
predict the variation of the refractive index and the wave 
impedance with frequency, are available for certain of the more 
common artificial dielectrics. A discussion of these, together 
with experimental data, is given by El-Kharadly.? 


One point of considerable interest is whether eqns. (2) and (3) 
apply to artificial dielectrics in the low-frequency range for 
which € and w can be measured independently. Physically this 
seems to be very probable since a “solid” material is no more 
solid than an artificial one if sufficiently small volumes are 
examined. It is, therefore, satisfying to find that a formal 
justification of the validity of eqn. (2) can be deduced directly 
from Maxwell’s equations, as shown in Section 7. 

The question of whether eqn. (3) is valid for artificial dielec- 
trics is more difficult to answer. No general analysis of this 
has yet been undertaken, but in a number of particular examples 
the wave impedance as defined by eqn. (5) does satisfy eqn. (3) 
in the frequency rangé for which there is no dispersion. Further, 
no exception to this result has yet been found. 

If the analysis given in Section 7 is carried to the next stage 
of approximation it is found that 


n =n) +aconstant times §8*. . . . (8) 


No being the value of the refractive index for very low frequencies. 
The rate of change of m with frequency is therefore zero at 
zero frequency. ; ; 


(5) POSSIBLE DEVELOPMENTS 


The only practical use to which artificial dielectrics have so 
far been put is in the construction of microwave lenses. A 
considerable flexibility in the properties of artificial dielectrics 
arises from the wide choice of conductor sizes and spacings 
which is available. A fuller knowledge of the microwave 
properties may therefore lead to further applications, one such 
being a method of rapidly scanning a radiated beam by applying 
frequency modulation to the transmitter and then passing the 
beam through a highly dispersive prism. Artificial dielectrics are 
well suited for the prism material and an investigation of this 
application is now in progress. 

A general aspect of artificial dielectrics which has not yet 
been considered concerns their behaviour when the wavelength is 
less than the lattice spacings. There is then a close connection 
with the subject of X-ray crystallography and it may be possible 
to obtain useful information by making artificial dielectrics as 
models of particular crystals on which to study the effects of 
lattice imperfections. 
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(7) APPENDIX 
(7.1) The Refractive Index of an Artificial Dielectric at Low 
Frequencies 


Consider an artificial dielectric formed by a cuboidal array 
of isolated conductors with lattice spacings a, b and c in the 
directions of the x-, y- and z-axes respectively. Only propa- 
tion in the direction of the z-axis is considered and the field 
distribution is assumed to be such that conductors may be 
jmserted in the planes x = + a/2, and magnetic walls in the 
planes y = + 5/2, without disturbing the fields. This assump- 
tion is permissible for delay-type dielectrics. A cross-section 
of a basic cell is shown in Fig. 4. 


Conducting 
obstacle ~ 


Fig. 4.—Cross-section in the plane y = 0 of the basic cell of a delay- 
type artificial dielectric. 


Let E and H be the electric and magnetic fields respectively. 
The time-dependent factor is taken as exp (jwt) and will be 
suppressed throughout. The fields must satisfy Maxwell’s 
equations: 


CS oy 2s A iia C2) 
curl H = jwegH (10) 
and also the boundary conditions 
i,E =i.H =0 when x = a a2 (11) 
j-E =j,H =0 when y = + b/2 (12) 
E(x, y, c[2) = exp (— jBc)E(, y, — ¢/2) (13) 
A(x, y, c/2) = exp (— jBc)H(x, y, — ¢/2) (14) 


where i and j are unit vectors in the directions of the x- and 
y-axes respectively. 

Eqns. (11) and (12) arise from the assumption that con- 
ductors and magnetic walls can be inserted as described above. 
Eqns. (13) and (14) express the condition that a wave is being 
propagated in the direction of the z-axis with a phase-change 
coefficient 8. A method for calculating 8 when the spacings 
a, b and ¢ are small compared with the free-space wavelength 
will now be described. 


The fields E and H are expanded in the series 
E = Ey + (JB) Ey + (iBoe)"E2 (15) 
H = Hy + (iPoo)Hy + (iBoc)?H - (16) 


in which the terms E, and H, are independent of the free-space 
phase-change coefficient, 8). Expansions of this type were sug- 
gested by Stevenson in a study of diffraction problems.!3 At a 
sufficiently low frequency B9c becomes very much less than 
unity and the expansions reduce to their first terms.. Separate 
equations for the various terms can be obtained by substituting 
the series in each of eqns. (9) to (14) and then equating like 
powers of j8oc on either side. For the present purpose it is 
sufficient to obtain the equations for Ey and Hp: the above 
procedure gives from eqns. (9) and (10) 


a7) 


curl Ey = curl Hp = 0 
which shows that E, and Hp are both static fields. They may 
therefore be written 
Ey) = — grad ¢ (18) 
Hy = — grad (19) 


where ¢ is an electrostatic potential and ys is a magnetostatic 
potential. 

Eqns. (11) and (12) are also valid if EH and H are replaced 
by Ey and Ho. . Eqns. (13) and (14) are a little more com- 
plicated because of the factor exp (—jfc). Since 8 equals nBo 
it is of the same order as By and so exp (—j8c) must be expanded 
in powers of j8c before corresponding terms on the two sides 
of the equation are made equal. It is easily shown that 


Eo(x, Jy; c/2) oo E(x, Vai =F c/2) (20) 
Hx, y; c/2) == Hx, Vonma c/2) (21) 


An examination of eqns. (11), (12), (18) and (20) shows that 
Ep is the electrostatic field established when a constant potential 
difference is applied between the conductors in the planes 
x = +a/2. Similarly, Hp is found to be the magnetic field 
which is set up by a current flowing along these conductors in 
the z-direction. 

At sufficiently low frequencies the fields in the basic cell are 
identical with the static fields. The next step in the analysis 
is to derive a formula by which B may be calculated if Ey and Hp 
are known, which can be done by applying Poynting’s theorem 
to the cell of Fig. 4. This theorem states 


[ (E,H),dS = — je] (€gE? + woH?)dV (22) 
S V 


where V is a volume enclosed by a surface S and v is the 
direction of the outward normal to S at a point on S. Let V 
be the volume of the cell excluding that occupied by the con- 
ductor, so that S includes the six faces of the cell and the surface 
of the conductor. It is easily seen from the physical interpre- 
tation of the surface integral in terms of energy flow that the 
only contributions to the left of eqn. (22) arise from the faces 


Z= +c/2. Hence 

b/2 .a/2 
| (E,H),dS as | | {[E)H eer 7; [(E,B),].— —cj2hdxdy 
IS —b/2%—al2 


(23) 


The notation [. . .],_.;. means that everything within the 
bracket has to be evaluated for z equal to c/2. The integrand 
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on the right may be considerably simplified by using eqns. (13) 
and (14) with the result 


b/2 a2 
[ (E,ED, aS = [exp (— 2/80) — 1] i (EHD dvds | 
S —b/2~—a/2 


z=—c/2 


b/2 


--aff 


when c is very much less than the wavelength. 

The approximation that E and H are equal to Ey and Hy 
may now be used in eqns. (22) and (24): the following equation 
then results: 


a/2 
(E,H sty (24) 
—al2 


z=—c/2 


b/2  ,al2 


2Bene| | (Eo Hotty |, = «| ob + pUoH?)dv 
—b/2"—al2 
(25) 
From eqns. (18) and (19), 
_ dG oy dg dy 
(Eo,Ho): = 55. vr yee (26) 
AbI2 al2 (6/2) _.#(a/2) 
dp df dh dH ai 
and | if (< ao ) dxdy = i doa . (27) 
—b/2”—a/2 (—b/2)"¢( —a]2) 


Snap dbBbtesdcoden. : 
since (< af ap =) is the Jacobian function of ¢ and & 
with respect to x and y. Also ¢ is constant when x = + a/2 and 
y when y = + 5/2; 

$(a/2) — $(— a/2) =, the potential difference between the 
conductors, which corresponds to the electrostatic field, Ep; 


and 

(b]2) — u(— 6/2) = J, the current which produces the mag- 
netic field Hp, when flowing across a width 5 of the conductors. 
From the above results it follows that the left-hand side of 
eqn. (25) reduces to 28onc@I. 

The right-hand side of eqn. (25) can be simplified by noting 


that ca} E%dV and Ho} H?2dV are respectively twice the elec- 
V Vv 
trostatic and magnetostatic energy stored in the cell. The first 
integral therefore equals C@? where C is the capacitance of the 
cell measured between the conductors and is given by 


C = e¢,bc/a (28) 


if €, is the relative permittivity of the artificial dielectric. Simi- 
larly, the second integral equals LI* where L, the inductance 
of the cell, is given by 


L = pop,aclb . (29) 


u, being the relative permeability of the artificial dielectric. 
Eqn. (25) may now be written 
2Byn@I = w(Ee,O2b/a + pop,T7a/b) . (30) 


It now remains to find a relation between © and / and this 
may be done by using Poynting’s theorem in its complex form. 
This states 


( (E,H*),dS = jo | ()9E.E* — oH. HS dV . (31) 
Ss V \ 


the asterisk denoting the complex conjugate. Once again the 
only contributions to the surface integral arise from the cell 
faces at z = + c/2 but this time these cancel since 

[E,H*], <j = [EH hese (32) 


from eqns. (13) and (14). Hence, 


"7 Vv 


since Ey and Hp, the first approximations to E and H, are both 
purely real. This equation becomes 


€9€,P*B/a = popt,lalb 


by the energy arguments used above. © and J may now be 
eliminated from eqn. (30) which becomes on substituting 


w(€of4o)* for Bo 


(34) 


n= (€fU,)* (35) 


This is the result which it was desired to prove. 

The above proof justifies the representation of the artificial 
dielectric by a transmission line for which the inductance and 
capacity per unit length are equal to the values, derived from 
static fields, per cell of the artificial dielectric. The actual result 
relating to the refractive index may be very simply derived if 
this representation is assumed, but in view of its importance 
it has been thought desirable to develop the proof direct from 
Maxwell’s equations. 
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SUMMARY 

A parallel-plate transmission line has been developed for wave- 
sngths between 8 and 11cm and has been used for an examination of 
he properties of artificial dielectrics under conditions which approxi- 
aate closely to those existing in free space. An experimental method 
y which the effective electrical length of dielectric samples can be 
etermined has been shown to give reliable results. Particular atten- 
ion has been paid to the occurrence of dispersion and a distinction is 
rawn between two forms of this. The first arises from the resonance 
f the elements from which the dielectric is constructed and is called 
dipolar dispersion” because of the similarity to the corresponding 
ehaviour of solid dielectrics. The second depends primarily on the 
pacings between the conducting elements and is referred to as ‘‘cavity 
ispersion.” Experimental results are given for both types of 
ispersion. 


(1) INTRODUCTION 

The principal uses of artificial dielectrics, i.e. arrays of con- 
ucting elements which affect electromagnetic waves in a way 
milar to a solid dielectric, arise in the centimetric region and 
convenient method of making measurements on them at such 
avelengths is obviously desirable. Hitherto the choice has 
een limited to making the measurements inside a waveguide 
r in free space and in either case there are considerable diffi- 
ilties. Waveguide measurements give accurate results only if 
le artificial dielectric is effectively homogeneous within the 
uide,! and the spacings and sizes of the conducting elements 
re therefore restricted to much less than the wavelength being 
sed.* The accuracy of free-space measurements depends on 
le care with which stray reflections are eliminated and a com- 
licated arrangement of apparatus is invariably required. 
urther, the provision of sufficiently large samples of the artificial 
electric is both costly and time-consuming, especially when a 
ide range of element sizes and spacings is to be covered. 

A modified method, which is a combination of the free-space 
id waveguide methods, has been developed and may be justified 
ith the help of Fig. 1 illustrating a tetragonal array in which 


-OO0O00 
Otome 


Fig. 1.—Tetragonal array of spheres. 


* In the special case of conductors of cylindrical cross-section, with their axes 
oned perpendicular to the directions of the electric field and propagation, there is 
restriction on the use of waveguides. This is referred to in Section 4.3.1. 
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the elements are taken to be spheres: a plane electromagnetic 
wave polarized as shown is incident normally on the interface 
between the array and free space. If perfectly conducting 
plates of negligible thickness are inserted at right angles to the 
electric field in the planes mid-way between the layers of spheres, 
the field distributions are in no way altered. It is therefore 
possible to isolate the region between one pair of conducting 
plates and to make all the measurements within this region. 
It is well known that the only type of wave which can propagate 
freely between parallel plates, whose distance apart is less than 
half the free-space wavelength, is the TEM mode.” This is 
identical in all essential respects to a plane wave propagating 
in free space. It is desirable, to avoid complications from the 
possibility that more than one mode might propagate, to restrict 
the spacing between the plates to less than half the free-space 
wavelength: this is adequate for an investigation of the artificial 
dielectrics of immediate interest. 

The system outlined above requires what is effectively a 
parallel-plate transmission line with plates of infinite extent. 
In a practical version the width of the line must be made finite: 
it may be noted that a similar restriction is inevitable when free- 
space measurements are made, the cross-section of the plane 
wave being finite instead of infinite as theoretically required. 
From a study of the results obtained by using plane waves, it 
was decided that the minimum width for the transmission line 
should be five wavelengths. Since the properties of the artificial 
dielectrics depend on the ratio of the dimensions used to the 
wavelength, a choice of wavelength was available. Long wave- 
lengths involve a bulky transmission line while short wave- 
lengths require the provision of very small elements in the 
dielectrics. The range 8-1lcm was selected as a reasonable 
compromise between these two extremes and had the further 
advantage that convenient oscillators were readily available. 
The dimensions of the transmission line were accordingly fixed 
at a spacing of 3cm, this ensuring that only the TEM mode 
propagates even at the shortest wavelength used, and a width 
of approximately 60cm. The spacing between the plates can 
easily be changed to any valué in the range 2:5-4-O0cm. 


(2) DETAILS OF APPARATUS 


The principal components of the apparatus are shown in 
Fig. 2. The transmission line is constructed from 3/8in sheets 
of Bakelite, lined on the inner surface with tin foil. Each sheet 
is 60cm square and successive sections are coupled together by 
flanges formed from lin angle pieces fixed around the edges. 
Provision is made for a total length of line of 465cm. The 
spacing between the plates is maintained by wooden blocks along 
the edges of the line: these’ blocks are tapered towards the inside 
of the line and have little effect on the field distribution within, 
since the field strengths at the edges of the line are relatively 
low. A further useful property of the blocks is that they form 
a screen, preventing any external radiation from disturbing the 
fields within the line. 

One section of the line is an accurately machined 3/8 in-thick 


[17] 
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brass plate slotted for 30cm along its centre line, and enables 
a probe to be inserted into the transmission line. This plate 
is strengthened by rectangular-section, steel channel and flanges 
are provided so that the slot may be positioned parallel or 
perpendicular to the edges of the line. The probe and crystal 
detector, similar to those used in a waveguide standing-wave 
detector, are mounted on a soft-iron block, 34 x 34 x 3in, 
accurately machined to ensure constant probe-penetration. The 
position of the probe can be read from a scale and vernier to 
an accuracy of 0-lmm. For phase measurements a probe 
coupled direct to a coaxial cable can be used. 

The required field distribution in the line is established with 
the help of a lens-corrected horn as shown. The lens is made 
from polystyrene and the curved surface is calculated to produce 
a plane-phase surface in the aperture. The signal from the 
oscillator is introduced by a probe inserted in the waveguide 
coupled to the horn. An attenuating pad is placed in this guide 
to decouple the oscillator, and further decoupling, to prevent 
the possibility of resonances in the transmission line, is provided 
in the form of a wooden attenuating strip placed in front of 
the lens aperture. 

All measurements are made with the transmission line ter- 
minated in either a matched load or a short-circuit. The former 
consists of a tapered wooden wedge extending right across the 
line, and when it is used, a standing-wave ratio of better than 
1:03 is obtained at any wavelength in the range 8-llcm. The 
short-circuit is formed by bolting a flat brass plate of thickness 
1/8in to the flanges of the end sections. In view of the width 
of the line it has not been considered feasible to make a movable 
short-circuit. 


(3) PRELIMINARY MEASUREMENTS 
(3.1) Examination of the Field Pattern within the Line 


'The way in which the amplitude of the electric field varies 
along the direction of propagation was first investigated with 
the line terminated in the matched load, and a marked variation 
was found to occur near the lens. This corresponds to.Fresnel 
interference near a radiating aperture and the variation became 
much less as the distance from the lens was increased. It was 


Fig. 2.—Construction of parallel-plate transmission line. 


Dimensions in centimetres. 


found experimentally that the amplitude was sensibly constant, 
as shown by the plots in Fig. 3, when the length of the line was 
more than 400cm. The phase under the same conditions varied 
linearly with a slope appropriate to the wavelength used. 
Transverse-amplitude and phase patterns, again taken under 
matched-load conditions at about 400cm from the lens aperture, 
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Fig. 3.—Amplitude distributions along axis of transmission line. 
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are shown in Fig. 4. While the measurements for these were 
being taken, the parts of the slot, not covered by the standing- 
-wave-detector block, were closed by cylindrical rods to eliminate 
the radiation which would otherwise occur. The taper of the 
amplitude patterns across the line over the 30cm range of the 
slot, is not considered sufficiently serious to invalidate the 
assumption that near the centre of the line the field is basically 
that of a TEM mode. It was verified by additional measure- 
ments carried out with a probe moving across the open end of 
the line, that the field strength became very small at the edges 
of the line (see Fig. 5). The pattern given in this figure suggests 


A’ 30 
} Fig. 5.—Complete amplitude distribution across transmission line. 


that the field approximates to the Ho, mode for a rectangular 
waveguide of width 50cm: calculation then shows that the wave- 
length measured within the line should not differ from the 
free-space wavelength by more than 0:5%. This was confirmed 
experimentally from the distance between successive minima 
when the line was terminated by a short-circuit. 

The phase measurements were all carried out by the standard 
“method of mixing the signal from an r.f. probe with a reference 
signal and are estimated to be correct to within +2°. 


(3.2) Dielectric Measurements 


Since the primary object of the transmission line is to carry 
out an investigation of artificial dielectrics, it was thought 
advisable to confirm that it gave results for solid dielectrics in 
agreement with those obtained by other methods. The relative 
permittivities of polystyrene and expanded polystyrene were 
obtained by an application of the Roberts-von Hippel method: 
slabs of the material of width 50cm were placed across the 
transmission line in contact with the short-circuit and the change 
in the position of the field minimum was observed. The rela- 
tive permittivity was calculated in the usual way and measure- 
ments were made at five wavelengths between 8 and 11cm. 
For expanded polystyrene, values between 1-036 and 1-038 were 
obtained for the relative permittivity, the corresponding result 
for a waveguide measurement being 1:035. The values for 
polystyrene ranged from 2-49 to 2-59, but in the restricted range 
of wavelengths from 8-80 to 10-50, all the values lay between 
2°49 and 2-52. The corresponding value from a waveguide 
measurement was 2:54. It thus appears that the accuracy 
obtainable for relative permittivity is not worse than 2°% over 
the major part of the wavelength range used. 

A further check was obtained by making measurements on 
artificial dielectrics for which it was expected that neither dis- 
persion nor the interface effect discussed in Section 4 would 
affect the results. Theoretical values for comparison are thus 
available from measurements carried out on similar dielectrics 
at low frequencies.> The method of measurement was extended 
to enable both the refractive index and the normalized wave 
impedance of the medium to be obtained: this involved deter- 
mining the minima position when the medium was backed by 
either the short-circuit or an effective open-circuit, i.e. a short- 
circuit placed at a distance of a quarter of the free-space wave- 
length, A, from the medium. The theory of the method is 
discussed in Section 9. The experimental values of the refrac- 
tive index n, and the normalized wave impedance Z, are shown 
in Fig. 6, for a cubical lattice of tin diameter spheres, the lattice 
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Fig. 6.—Refractive index and normalized impedance for a cubical 
lattice of spheres. 


spacing being 1cm, and in Fig. 7 for a cubical lattice, spacing 
1:5cm, of 4in diameter discs made from copper foil of thick- 
ness 0:002in. In Fig. 6 the theoretical values of n and Z, 
obtained from the low-frequency measurements, are shown by 
solid lines. The agreement for the refractive index is within 
1%, except that there is a slight increase for the shorter wave- 
length in the case of the disc array. This indicates that disper- 
sion is beginning to be important. The values of Z which depart 
most from the theoretical curve are those for sample lengths 
equal to a multiple of Ay/4n. It is shown in Section 9 that the 
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Fig. 7.—Refractive index and normalized impedance for a cubical 
lattice of discs. 


accuracy of the method then deteriorates. The sample lengths 
used for the measurements were 15cm and 21cm for the sphere 
and disc arrays respectively. 


(4) THE DETERMINATION OF THE EFFECTIVE INTERFACE 
BETWEEN FREE SPACE AND AN ARTIFICIAL DIELECTRIC 


(4.1) General Discussion 


There is no clear-cut boundary between free space and an 
artificial dielectric, and it is quite possible for fairly large errors 
in the values of refractive index and normalized impedance 
obtained by the method described in Section 9 to arise because 
of uncertainty as to the actual position of the interface. In the 
simplest case, the interface can be shown to lie a distance b/2 
from the plane through the centres of the first layer of obstacles, 
where b is the spacing between successive rows of elements. 
This has been assumed in evaluating the results of the pre- 
liminary experiments described in the previous Section. For 
media having closely spaced obstacles, relatively complicated 
variations in the field distribution occur near the interface, and 
allowance for this must be made in the interpretation of measure- 
ments of the properties of such media. A qualitative examina- 
tion of such interface effects is given in the introductory paper 
by Brown and Jackson.4 The simplest procedure is based on 
the assumption that the interface plane is shifted a distance A 
from the position discussed above towards the first layer of 
obstacles. An experimental method by which this shift may be 
determined is described in Section 4.2. 


(4.2) Experimental Determination of Effective Length 


The most obvious effect of the shift in the position of the 
interface is a change in the electrical length of the sample by 
an amount 2A. In the interpretation of measurements, how- 
ever, the shift also causes changes of magnitude A in the dis- 
tances of the field minimum and of the short-circuit from the 
interfaces at the front and rear of the sample, respectively. The 
calculation of the refractive index and of the normalized impe- 
dance must accordingly be modified to allow for each of these 
effects. 

The reactive field associated with the interface extends beyond 
the region occupied by the medium and is liable to be altered 
if a short-circuit is placed immediately behind the sample. 
Accordingly the short-circuit and open-circuit measurements 
were carried out with the short-circuiting end-plate distant 
Ap/2 and 3A9/4 respectively from the effective interface at the 
rear of the sample. These distances are sufficient to ensure that 
the interface reactive-field is negligible at the short-circuiting 
end-plate. 


The shift A is of course not known and has to be measured 
This may be done by carrying out measurements, as describec 
in Section 9, for each of two samples of different lengths an 
for a series of assumed values of A. The normalized impedano 
is sensitive to changes in A and if the values obtained from th 
two samples are plotted against A, curves of the type shows 
in Fig. 8 result. These curves intersect at some point and thi 
gives the true values of A and Z. 
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Fig. 8.—Curves obtained in determination of electrical length of 
medium. 


This method has been applied to an artificial dielectric com 
posed of 1/16in-diameter rods of length lin, arranged in < 
lattice with 4in spacings in the direction of propagation anc 
1in spacings in the transverse direction. The two samples usec 
had 11 and 12 layers of rods. Typical curves showing the 
variation of the calculated impedance with the assumed. value 
of A are shown in Fig. 8, and the shift A is plotted agains 
wavelength in Fig. 9. 


Physical length = 15-24 em 


Wavelength ,cm 


Fig. 9.—Dependence of change in length on wavelength. 


Despite the fact that the method described in this Section is 
based on a very simple assumption, which only approximate: 
to the complete interface effect, it does lead to a considerable 
improvement in the consistency of the results obtained for the 
normalized impedance. This is illustrated by Fig. 10, in which 
the points marked with large circles are those obtained by the 
present method while those marked by crosses result from 
assuming A to be zero. The former set shows a much smoother 
variation with wavelength. 


(5) DISPERSIVE PROPERTIES OF ARTIFICIAL 
DIELECTRICS 


(5.1) General Considerations 


It has so far been generally accepted that the effective per- 
mittivity and permeability of artificial dielectrics are independent 
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Fig. 10.—Results obtained if electrical length of specimen is 
determined. 


yf the wavelength used so long as it is much greater than all 
he dimensions and spacings of the elements forming the dielec- 
ric. A commonly accepted criterion is that the wavelength 
hould exceed ten times the largest dimension involved: it may 
noted that on this basis dispersion may be expected with 
he disc array examined in Section 3.2. The methods by which 
he low-frequency values of permittivity and permeability may 
e obtained have already been discussed at length.? 

A broad distinction may be drawn between the cases when 
he dispersion arises because of the frequency-dependent pro- 
erties of the elements of the array and when it arises because 
he spacings become comparable with the wavelength of opera- 
ion. The former is the more akin to what happens in a solid 
ielectric and may be termed “dipolar dispersion.” In the latter, 
ne region between adjacent elements behaves similarly to a 
avity resonator of low Q-factor and the description “cavity 
ispersion”’ is appropriate. There is no clear-cut distinction 
etween the two types of dispersion and the dispersive properties 
f many artificial dielectrics arise from both causes. 


(5.2) Dipolar Dispersion 
The possibility of dipolar dispersion was mentioned by Kock 
1 his original paper on metallic delay dielectrics.5 It occurs 
hen the wavelength approaches the resonant wavelength of the 
asic element from which the dielectric is formed. For example, 
perfectly conducting sphere of diameter d has a resonant 
avelength equal to 27d/1/(3),° while for long thin spheroids the 
ssonant wavelength is approximately twice the major axis.7 
. first approximation to the dependence of the relative per- 
littivity, <,, on the wavelength of operation Ao, may be found 
om the analogy to solid dielectrics. The simplest low-frequency 
mula is? 
6, =) Sav A rr @)) 


here a is the polarizability of each element, 

\ N is the number of elements per unit volume 
id = €q is the free-space permittivity. 

lear the resonant wavelength 4, this is modified to 
aN, / €o 
Go), 

or very long wavelengths, eqns. (1) and (2) are identical. As 
, decreases towards A,, €, increases and becomes infinite when 
yand A, are equal. If Ag is less than A,, ¢, may hecome nega- 
ve: this implies that propagation through the dielectric is no 
nger possible. 


God (2) 


At very long wavelengths, eqn. (1) may be modified to allow 
for interaction between elements: a corresponding modification 
to eqn. (2) gives 

N, 
e=1-+ aMleo 


1 — AaNJeg — QA,/Ao)? 


where A is an interaction factor,’ which may be taken as having 
its low-frequency value. 

The principal change carried by eqn. (3) is that e«, becomes 
infinite at a wavelength 4; given by 


N=A/f1—AaNfet. . . . . @ 


Since the interaction factor A depends on the spacings between 
the elements of the array, so also does the wavelength, /, at 
which e¢, tends to infinity. In practice, infinite values of «, do 
not arise because of the finite conductivity of the metals from 
which the elements are made. 


(3) 


(5.3) Cavity Resonance 


The dependence on wavelength of the relative permittivity, 
Or more conveniently the refractive index, has already been 
examined for the artificial dielectrics whose elements have 
negligible thickness in the direction of propagation. Examples 
of such dielectrics are arrays of strips or discs and they can be 
represented, under certain restrictions on the lattice spacings, 
by a transmission line loaded at regular intervals by shunt 
susceptances.9:10,11 The refractive index, n, may then be calcu- 
lated from the equation!® 


cos Bb = cos Bob —4BsinByb . . . (5) 


where fy (equal to 27/A9) and B (equal to Bon) are the phase 
constants for propagation in free space and within the dielectric 
respectively, B is the normalized susceptance of each plane of 
elements, and b is the spacing between successive planes of ele- 
ments. Eqn. (5) is valid if the susceptances are independent, 
ie. if there is no reactive coupling between adjacent planes of 
elements. It has been found that this is so if the spacing b 
exceeds the spacings between the elements in the plane at right 
angles to the direction of propagation.!°: !! 

It can be shown from eqn. (5) that there are a succession of 
“stop” bands in which propagation is not possible.!* An 
important practical case is that when B is capacitive, and it can 
then be shown that the refractive index m increases steadily as 
Ao decreases from very large values to a cut-off wavelength A,, 
which marks the beginning of the first stop band. 

The normalized wave impedance, Z, of the artificial dielectric 
is given by the equation 


_ tan (77b]Ag) 6) 
~ tan (zrbn/Xo) 
which is valid under the same conditions as eqn. (5). If 5 is 


very much less than Ag, Z reduces to 1/n in agreement with the 
value for a solid dielectric of refractive index n. 

Eqn. (5) may be generalized to allow for any reactive inter- 
action between adjacent planes of elements but becomes con- 
siderably more complicated.? It is also possible to carry out 
a similar analysis for elements of finite thickness in the direction 
of propagation by using more elaborate equivalent circuits as 
discussed in the “Waveguide Handbook.’’!? If the elements 
used for the construction of the dielectric have a finite con- 
ductivity, it is possible to have an exact equivalent circuit only 
if resistive elements are included. Such resistances normally 
have an appreciable effect on the results only for wavelengths 
very near to the cut-off value. 

One interesting application of eqn. (5) arises when B repre- 
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sents a series resonant circuit. This will happen if the elements 
themselves become resonant, i.e. if there is dipolar resonance. 
The susceptance of a series resonant circuit may be written 


BAK alie (Ute as ee) 


where A, is the wavelength for which the circuit is resonant 
and K is a constant depending on the L/C ratio for the circuit. 
Suppose now that b is much less than Ap or A, and approximate 
accordingly in eqn. (5) which becomes!® 


2 A 
2 Pe. ated 
n ages a 
Substitution for B from eqn. (7) gives 
K 
Mes 
eae 2mbfl —AlA)?] ~ °° ” 


which is identical so far as the dependence on wavelength is 
concerned to eqn. (2). It is thus seen that the cavity dispersion 
formula reduces to the dipolar formula when the element 
spacings are small compared with the wavelength. This 
emphasizes that the distinction between the two types of dis- 
persion is by no means an absolute one. 


(5.4) Experimental Results 
(5.4.1) Strip Dielectric. 


The simplest artificial dielectric for which eqn. (5) is applicable 
consists of a two-dimensional array of thin conducting strips 
directed normally to both the directions of the electric field and 
of propagation. It is unnecessary in this case to use the trans- 
mission line since there is no essential change caused by placing 
the dielectric in a waveguide, provided that the guide wavelength 
is used in place of the free-space wavelength. The particular 
specimen investigated consisted of a succession of ten strips 
having dimensions as shown in Fig. 11 and spaced apart at 


- 2840 in: 


.. Fig. 11.—Dimensions of strips used in waveguide measurements. 


Waveguide cross-section: 2:84 x 1-34in. 


regular intervals of 3:96cm. The strips were made from tin 
foil of thickness 0-002in, and were supported by blocks of 
expanded polystyrene which completely filled the waveguide. 
The method of measurement used was that described in Sec- 
tion 9 and the results obtained are plotted in Fig. 12 against 
the wavelength in the air-filled guide. The theoretical curves 
are calculated from eqns. (5) and (6) corrected to allow for the 
presence of Polyfoam: a value for the normalized susceptance 
of the strips is available in the ‘““Waveguide Handbook.’’!3 

The agreement between the theoretical and experimental values 
plotted in Fig. 12 is on the whole good. The general trends 
of the theoretical curves are faithfully followed by the measured 
points and the maximum difference in numerical values is about 
0-02 for the refractive index and 0-05 for the normalized impe- 
dance. The differences in the impedance values are largely 
caused by the effect discussed in Sections 3.2 and 9. For the 
shorter wavelengths, the measured refractive-index valyes are 
consistently 0:02 less than those calculated: this is probably 
due to slight errors in the dimensions and spacings of the strips. 
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Fig. 12.—Refractive index and normalized impedance of strip 
dielectric. 


For wavelengths less than the cut-off value, propagatior 
within the strip dielectric is impossible, and both m and Z a: 
deduced from eqns. (15) and (16) become imaginary. Thx 
attenuation constant can be deduced from the imaginary value 
of n but could not be measured with the equipment used. Thi 
bulk of the incident energy is reflected at the interface betweer 
the empty guide and the part filled with the dielectric: th 
imaginary value of Z is the effective reactance at this interface 
and can be readily deduced from the position of a field minimun 
in the empty guide. It may be seen from Fig. 12 that there i 
good agreement between the theoretical and measured value: 
of Z except in the immediate vicinity of the cut-off wavelength 
The conductivity of the strips has been ignored in the theoretica 
analysis and the agreement obtained between theory and experi 
ment shows that this is justified except near cut-off. The con 
ditions then are similar in some respects to those in a tune¢ 
circuit at resonance, and it is to be expected that the resistanc 
of the strips will become important. It is difficult to mak« 
allowance for this theoretically, but it is very probable that th 
failure of the impedance to drop to zero at the cut-off wavelength 
is due to this resistance. Experimental confirmation of this wa: 
found from the measured values of the standing-wave ratio 
at all wavelengths except those near cut-off the standing-wav 
ratio was too nearly zero for accurate measurement, but nea: 
cut-off it increased very rapidly to a maximum value of 0-4 
showing that there was an appreciable absorption of power bt 
the dielectric. 


(5.4.2) Arrays of Rods. 


The investigations so far carried out on the transmission lin 
have been upon arrays of thin copper rods, directed parallel t 
the electric vector of the incident field, as illustrated in Fig. 13 


| |. | Se 


(2) 
(4) 
Fig. 13.—Section of transmission line through the axis of a single ro\ 
of rods. 


Two arrangements were used to permit a wide variation of th 
resonant wavelength of an isolated rod. In (@) the rods wer 
supported by a slab of expanded polystyrene midway betwee: 
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the plates of the transmission line, the resonant wavelength of 
an isolated rod being approximately twice its length. In (bd) the 
rods had flat heads backed by tin foil to ensure good contact 
with one plate of the transmission line and were thus imaged in 
this plate. The resonant wavelength for an isolated rod of this 
type is approximately four times its length. 


(5.4.3) Measurements on Single Rows of Rods. 


No theoretical values for the reactance of a single row of rods 
are available, and preliminary measurements of this reactance 
were made. The diameter of the rods used was 1/16in and it 
was considered that this was sufficiently small to permit the 
representation of a single row of rods by a shunt reactance. 
The row of rods, supported in a slab of expanded polystyrene, 
was placed a quarter-wavelength from the short-circuit ter- 
minating the line, and the distance, x, of a minimum in the 
electric-field distribution from the row of rods was measured. 
The normalized reactance was then calculated from the equation 


=.= tan Caxp).4 oe « 1 10) 


Ao being the wavelength in the transmission line. Measurements 
were carried out in this way on a number of rows of rods, and 
the normalized reactances are plotted in Fig. 14. 

The resonant wavelength of an isolated rod in the arrange- 
ment used in Fig. 14(a) is much less than the actual wavelengths 
in the transmission line, and so the reactance is almost purely 
capacitive and therefore proportional to Aj. In Fig. 14(b), the 
isolated rods resonate about 8-Ocm and the reactance shows a 
marked departure from a pure capacitance, which would behave 
as shown by the straight line in Fig. 14(5). The row of rods is 
resonant when its reactance becomes zero and it is seen that 
this happens at about 7-4cm, which differs from the resonant 
wavelength (8-0cm) for an isolated rod. This agrees with the 
theoretical predictions discussed in Section 5.2. The wide 
variation in the resonant wavelengths of the row as the spacing 


is changed is illustrated by Fig. 14(c). 
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Fig. 15.—Refractive. index and normalized impedance of dielectric 
formed from eight rows of rods as in Fig. 14(@) with spacing tin: 
spacing between rows 1+in. 
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(5.4.4) Measurements on Arrays of Rods. 


An artificial dielectric was assembled from eight rows of rods 
of the dimensions given for Fig. 14(a@)—the spacing c being 4in 
—and the spacing between successive rows being 1:5in. The 
measured values of the refractive index and normalized impe- 
dance of this array are plotted in Fig. 15 together with theoretical 
curves calculated from the reactance values in Fig. 14(a). Since 
the short rods are almost purely capacitive, there is little differ- 
ence between this case and the strip dielectric considered in 
Section 5.4.1. 

The use of longer rods in the arrangement shown in Fig. 13(5) 
gives the possibility of dipolar dispersion. A dielectric was 
formed from twelve rows of the type considered in Fig. 14(6), 
the spacing between rows being 4in. Since this spacing is only 
half that between the rods in a row, the effective electrical 
length of the specimen may differ from its physical length. The 
reasons for this and a method by which the electrical length 
may be measured have been discussed in Section 4. The measured 
values of the real and imaginary parts of the refractive index 
of this dielectric are plotted in Fig. 16(a): the imaginary part is 
proportional to the attenuation and increases rapidly as the 
resonant wavelength is approached, showing that the resistance 
of the rods becomes important near resonance. The normalized 
impedance, plotted in Fig. 16(6), shows the same general 
behaviour as for the dielectrics considered earlier. 
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Fig. 16.—Refractive index and normalized impedance of dielectric 
formed from twelve rows of rods as in Fig. 14(6): spacing between 
rows +in. 


The resonant wavelength for this dielectric, as indicated by 
maximum refractive index and-minimum impedance, is approxi- 
mately 8-7cm, which is considerably longer than the value 
shown in Fig. 14(6) for a single row of the rods. This difference 
in the resonant wavelengths can be explained in either of the 
following ways. It has already been established by the results 
in Fig. 14 that the resonant wavelengths of an isolated rod and 
a single row of rods differ because of the interaction field which 
is present in the second case but not in the first. Similarly, if 
more than one row are present, the interaction field is modified 
and the resonant wavelength is again changed. An alternative 
explanation is that cavity dispersion occurs as well as dipolar 
dispersion, and so the resonant wavelength must depend on the 
spacing between adjacent rows as predicted by the theory in 
Section 5.3. The observed result is, therefore, to be expected, 
whether the resonance is attributed to purely dipolar dispersion 
or to a mixture of dipolar and cavity dispersion. 


(6) CONCLUSIONS 


The possibility of using a parallel-plate transmission line to 
investigate the properties of artificial dielectrics has been demon- 
strated and values of the refractive index have been achieved 
with errors of less than 2°. A method of measuring the precise 
location of the effective interface between free space and an 
artificial dielectric has been developed and gives a considerable 
improvement in the consistency of the results for the wave 
impedance. The dependence of the refractive index and the 
wave impedance on the wavelength of operation has been 
measured and is shown to be in qualitative agreement with 
simple theories. 
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(9) APPENDIX 


Theory of Method used to Measure Refractive Index and 
Normalized Impedance 


"Many artificial-dielectric media have relative permeabilities 
lifferent from unity and so the method of measurement due to 
Roberts and von Hippel!4 cannot be used. It may, however, 
xe extended,!5 the procedure being to determine the impedances 
Zsc and Zo¢ at the front surface of a slab of the medium of 
ength / when the rear surface is terminated by a short-circuit 
and an open-circuit, respectively. If S, and S, are the measured 
standing-wave ratios under these conditions, and x, and x, are 
he corresponding distances between a field minimum and the 
ront surface, then 


«7 S, — Jj tam Box, 
"| — JS, tan Box, 


Zs¢ 


with a corresponding expression for Zgc¢. Z, is the charac- 
teristic impedance of the empty line and fy (equal to 277/A) is the 
free-space phase-change coefficient. The propagation constant y 
and the characteristic impedance Z of the line, filled with the 
medium are then given by 


tanh yl a (ZsclZoc)* a (ZscZoc)* 


The simplest case is that of a loss-free medium, when the two 
values of S become zero and y reduces to the imaginary quantity 
iB, B being the phase-change coefficient of the medium. Then 


tan B/ = (tan Box, cot Box,)? : Z = Z,(tan Box, tan Box,)t 


The ambiguity associated with the multiple roots of the first 
equation may always be resolved by making measurements on 
more than one length of sample. 

Errors in 8 and Z arise because of errors in the measured 
values of x, and x,: these are most serious if either Bx, or Bx, 
is an odd multiple of 7/2 since the tangent is then changing 
most rapidly. A small error under this condition may even 
change the sign of one of the tangents leading to imaginary 
values for the square roots. 
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A GENERAL EXPERIMENTAL METHOD TO DETERMINE THE PROPERTIES 
OF ARTIFICIAL MEDIA AT CENTIMETRE WAVELENGTHS, APPLIED TO 
AN ARRAY OF PARALLEL METALLIC PLATES 
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(The paper was first received 28th January, and in revised form 11th May, 1954.) 


SUMMARY 


This paper describes measurements at centimetre wavelengths 
(8:0-11:0cm) on a system representing a semi-infinite array of 
infinitely thin, perfectly conducting, metallic plates. The purpose is 
to illustrate a general experimental method of determining the pro- 
perties of such artificial media. The parallel-plate system was chosen 
since, in addition to exhibiting the interface phenomena peculiar to 
artificial media, it is the only one for which a rigorous solution is 
known. The measurements were made using a parallel-strip trans- 
mission-line! specially developed for the study of two-dimensional 
structures which are non-uniform transverse to the direction of 
propagation. 


LIST OF SYMBOLS 


Zo = Characteristic impedance of the Ho, mode, relative to 
the free-space value. 
p = Magnitude of electric field reflection-coefficient. 


TY,» = Complex electric field refiection-coefficient, between 
media a and 5 with the incident wave in medium a. 


t,5 = Complex transmission-coefficient for the wave trans- 
mitted into medium b with the incident wave in a. 
®, ¢ = Phase of complex reflection-coefficients. 
@ = Phase of complex transmission-coefficients. 
R = Magnitude of reflection coefficient for a finite slab. 
ws = Phase of reflection coefficient for a finite slab. 
|, = Length of metallic plate in a slab of a parallel-plate 
medium. 
q = Peak to peak value of the Weissfloch curve. 
n = Refractive index of the parallel-plate medium. 
Ao = Free-space wavelength. 
X, = Plate-medium wavelength. 


(1) INTRODUCTION 


Fig. 1 illustrates an array of semi-infinite, infinitely thin, 
perfectly conducting, metallic plates. The plate spacing a, is 
so chosen that for a plane wave incident in the plane of the 
paper and of polarization as shown, only the Hp, mode can 
propagate freely between the plates. A rigorous solution 
(usually referred to as the Carlson—Heins solution), which gives 
the total field at any point, is known.234 This field consists 
- of a freely-propagating reflected plane wave in free space, the 
transmitted wave in the plate region (Hp, mode), and an infinite 
number of evanescent modes in the region of the physical inter- 
face. To obtain the reflected (or transmitted) wave, it is 
assumed that the field point is so far distant from the interface 
that the evanescent modes are of negligible amplitude. 

The information that is usually required (for microwave lens 
applications in particular), is the refractive index n of the plate 
system and the amplitudes of the transmitted and reflected waves. 
It is found that the electric field reflection and transmission 
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Fig. 1.—Semi-infinite array of parallel plates. 


coefficients, referred to the interface, are complex owing to 
energy storage in the evanescent fields.2 There is, however, 
one simplification. If Zp is the normalized characteristic impe- 
dance of the Ho, mode,° and p is the magnitude of the reflection 


Ae || 
coefficient, then p = 7 oe as would be expected for a homo- 
0 


geneous material of impedance Zo. 

This analogy is incomplete since it ignores the phase shifts at 
the interface. Furthermore, it is a special case, for if the plates 
are of finite thickness, with the spacing between the plates the 
same as in an infinitely thin plate system, Z) is unchanged, 
Zo oer 1 
Zt+l 
artificial medium in which Zp is clearly definable, it cannot be 


but p is no longer given by p = In general, in any 


Zy—1 a: 
7 This is due to the 


presence of evanescent fields in the interface region which are 
necessary to match the free-space field to that in the medium. 
As the solution of the boundary-value problem for the semi- 
infinite structure has so far been obtained for only one special 
case,” the importance of the experimental determination of the 
behaviour of the interface is obvious. 

The following Section will discuss the specification of the 
interface properties, which, together with the refractive index, 
completely describe an artificial medium. 


assumed that p is found from 


(2) THE PROPERTIES OF AN INTERFACE BETWEEN FREE 
SPACE AND AN ARTIFICIAL MATERIAL 

There are various ways in which the properties of an interface 
between free space and an artificial medium may be specified. 

In one method, the interface region is replaced by a material 
whose refractive index (or permittivity and permeability) varies 
in some manner from the free-space value to that of the infinite 
artificial medium.!..7 This idea has been used by Rice® and 
Piloty? in waveguide problems. 

A different point of view is arrived at by considering one 
interface of an artificial material in a practical application. The 
reflected and transmitted fields at some distance from this 


[26] 


terface are then of interest, and these can be completely 
pecified by the electric field reflection and transmission coeffi- 
‘ients referred to any known plane. The physical interface is 
in obvious and convenient choice, which. will lead, in general, 
o complex quantities. As the evanescent fields are of negligible 
implitude, at a distance greater than one wavelength from the 
nterface, the total field at any point beyond this region may 
ye taken to be that of the main propagating modes, and to this 
‘xtent the above representation is exact. It may be imagined 
hat the effect of the evanescent fields, which in practice are 
imited in extent, has been replaced by a discontinuity specified 
yy the complex coefficients. Immediately to either side of this 
jlupposed discontinuity are uniform semi-infinite regions of 
sither free space or the material. A knowledge of the refractive 
ndex of the material then completes the amount of informa- 
jon which is necessary to describe the practical behaviour of a 
emi-infinite artificial medium. 

A completely equivalent representation is that of the junction 
xetween two transmission lines in which reference planes for 
he reflected and transmitted waves are specified.!° The trans- 
‘ormation to complex reflection and transmission coefficients is 
straightforward. 

The use of complex reflection and transmission coefficients is 
nherent in the Carlson—Heins formulation of the problem,” but 
Lengyel!! has discussed this method in detail with particular 
‘eference to parallel plates, and has obtained relations of a 
yeneral nature which will be outlined below. 

Tab» Thar tgp and f,, are the complex reflection and transmission 
soefficients at the interface (0,0), between two loss-free media 
2 and 6 (Fig. 2). The order of suffixes a and b indicates the 


0 


Fig. 2.— Reflection and transmission coefficients at the surface 
between two media. 


ense of the incident wave, e.g. r,, is the wave reflected back 
nto a for a unit wave incident on (0,0) from medium a to b. 
t,, is the wave transmitted into 5 for unit wave incident on (0,0) 
rom medium a. 
The phase of a reflection coefficient will be denoted by ¢. 
The phase of a transmission coefficient will be denoted by 0. 


Le, Tab = Pab XD (— jbgs) ce = Poa XP ce IPba) 
tgs = Tab EXD (— J8,5) tha = Tha EXP (— J 942) 
All phase angles are referred to (0,0) in Fig. 2, but by changing 
his reference plane the generality of the relations to follow may 
ye extended. 


r,, and f,, are now referred to some plane x,, and r,, and f,, 
© some plane x, and they thus become the external coefficients 


PRIMICH: PROPERTIES OF ARTIFICIAL MEDIA APPLIED TO PARALLEL-METALLIC-PLATE ARRAY Pail 


0 


0 


Fig. 3.—Reflection and transmission coefficients referred to two 
different planes. 


of some medium of propagation length x, + x (Fig. 3). The 
relations to be given will then apply to a single interface separating 
two media or to the two interfaces bounding a finite length of 
a medium. 

Evanescent modes in the region of the interface are permissible, 
and the coefficients given above will then describe a single 
propagating mode on either side of the interface. 

On the assumption of no loss and in conjunction with the 
reciprocity conditions, one has: 


[ras] = [real = p Say 
(a) (ia = 7 Say 
1p? = 22 
and are ty, = are t,,= 0 | 
$e + Pig 2 = ta | 
where bap = ag r,, and d,, = arg rh, 


Consequently only three quantities, p or 7 and two of the 
phase angles ¢,,, $,, or 9 are required to specify the properties 
of an interface. 


(3) EXPERIMENTAL 
(3.1) Survey of the Literature 


The majority of the work on parallel-plate media has been 
carried out with the object of confirming the Carlson—Heins 
theory. Techniques normally employed in free space were used. 

Cochrane!? employed a composite arrangement of a plano- 
convex lens and a parallel-sided prism constructed of metal 
plates. He found good agreement for the angle of deviation 
and consequently for the refractive index, but not for the ampli- 
tude of the transmitted wave. 

Epstein!? used a null method, based on a free-space inter- 
ferometer, to obtain the phase of the transmitted wave, and 
Lengyel!4 with the aid of a microwave interferometer, obtained 
the magnitude of the reflection coefficient and the phase of the 
transmission coefficient for a metal-plate specimen of finite 
length. 

Ruze and Young!5 (who first used two equipotential planes, 
but with sending and recéiving horns) and Brady!® studied the 
reflected wave with total absorption of the transmitted wave. 

In general, good agreement with the Carlson—Heins theory was 
obtained, and most of the discrepancy, apart from the experi- 
mental error, was attributed to thick plate effects. However 
there are two main criticisms. 

In the first place, none of the above work was sufficiently 
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fundamental, i.e. no attempt was made to measure all three of 
the interface parameters, as well as the refractive index. In the 
case of Lengyel’s work good agreement would have meant a 
confirmation of the theory, but it is impossible to determine 
the error in each of the single-interface parameters. In those 
cases where single-interface parameters were measured, the 
amount of information obtained was insufficient. 

Secondly, it is felt that the general accuracy and consistency 
was not sufficient to discriminate between experimental error 
and, for instance, thick-plate effects. An exception is the work 
done by Brady,1® in which for large angles of incidence where 
the reflected power level was high, the agreement is satisfactory. 
However, for small angles of incidence this is no longer true. 

In the following Sections a description will be given of an 
experimental technique by which the single-interface parameters 
and the refractive index can be determined and in which, it is 
believed, greater accuracy has been achieved. 


(3.2) The Parallel-Strip Transmission Line 


This is fully described elsewhere! and for the present may be 
regarded as an extension of waveguide techniques, in which the 
ordinary transmission-line relations are applicable, rather than 
as a device in which a controlled free-space-field is available. 
It should be pointed out that the finite width of the line intro- 
duces an important source of error in that the incident field is 
only an approximation to a uniform-plane wave of infinite 
extent.! The extent to which this assumption affects the accuracy 
will be discussed later. 

A system of parallel plates with the electric vector parallel 
to the plate edges is a two-dimensional problem with variation 
transverse to the propagation direction. This prevents it being 
studied in a waveguide, but it is suitable for the transmission 
line provided that the number of plates contained in the width 
of the line is sufficiently large. 

In practice two types of line termination are possible, each 
leading to a different experimental technique. 


(3.2.1) The Matched-Load Termination. (Fig. 4.) 


A study of the interference pattern in front of the medium . 


will yield the complex refiection-coefficient which is sufficient to 
specify completely the properties of a symmetrical slab of the 


Fig. 4.—Matched-load method. 


medium. By obtaining this information for various lengths of 
medium the quantities for a single interface can be determined. 

The main objections to this method are the need for continual 
calibration of the detecting system, and in particular for the 
strip transmission-line, the fluctuation of power level in the 
direction of propagation (due to Fresnel zone effects), which 
seriously limits the accuracy for small reflection coefficients. 

The use of a single interface with the power transmitted into 
the plate region being totally absorbed, must be ruled out unless 
additional measurements are to be made on the transmitted wave. 


(3.2.2) Short-Circuit Termination. 
(3.2.2.1) Single Interface. (Fig. 5.) 


By changing the length of the medium (Jp) with respect to the 
short-circuit and obtaining the corresponding minimum position 
in the field pattern, the required parameters can be found. 


Probe 


Fig. 5.—Short-circuit method with single interface. 


This method proved to be unsatisfactory for the plate medium 
since placing the specimen against the short-circuit on differen 
occasions, gave a variation in minimum position of as mucl 
as two millimetres. The reason is thought to be imperfec 
contact between the plates of the medium and the short-circuit 
which would give rise to a second set of evanescent modes (i 
the extreme case of no contact these would constitute a seconc 
interface), rather than cause a small error in length. 


(3.2.2.2) Two Interfaces. (Fig. 6.) 


The short-circuit is moved by known amounts relative to « 
slab of the medium of a given length. or each short-circui 


Probe 


Specimen 


Short- 


Source : : 
circuit 


———— 


1 i) 1 
_ 2 bees 
zero on line 


Fig. 6.—Short-circuit method with two interfaces. 


position, the position of the minimum field strength (on th 
side of the specimen opposite to the short-circuit) is located 
The curve relating the short-circuit position S, to the minimun 
position D (referred to any fixed point on the line), can be usec 
to find the complex reflection-coefficient of the slab. Value 
of the latter for various slab lengths will give sufficient informa 
tion for the single interface parameters to be found. 

The last two methods have the distinct advantage that the; 
require only the determination of minima positions and absolut 
lengths. At 10cm this can be done with great accuracy, apar 
from any errors inherent in the transmission line. The reason 
for these inherent errors are that the line is of finite width anc 
that the measurements are being made in the Fresnel zone o 
the source, regarded as an aperture. The incident field is no 
uniform in the regions of the short-circuit,! and although th 
reflected field may be so (depending on the behaviour at th 
point of reflection), the resultant interference pattern will depar 
from the ideal and in effect will be the superposition of twé 
waves of slightly different (and variable) wavelengths an 
amplitudes. 

It was found by measurement that an actual minimum positio1 
and the distance between adjacent minima, could be in error b 
as much as 1°%, with an average value, over a large number o: 
measurements, of 0:4 to 0:5%. -(Considering the line to be ; 
large waveguide of width 50 cm would give a guide wavelengtl 
about 0:5 °% greater than the free-space value.) Non-uniformity 
and curvature of the phase front of the incident wave, reflection 
from the sides of the line and diffraction by the specimen woul 
all contribute to this error. 

This error in minimum position appears almost directly i 
one of the phase angles of the reflection coefficient (since it i 
obtained from a distance measurement from the short-circuit) 
but appears indirectly in the magnitude of the same coefficien 
(since it is obtained from a minimum-position variation about « 
mean position). No satisfactory way of allowing for this erro 
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as been found and it was decided that its effect could best be 
etermined by experiment. 

The decision to use the short-circuit method with two inter- 
ices was made on the basis of its simplicity, its accuracy com- 
ared to the matched-load technique (allowing for the error in 
inimum position which would be involved in either method), 
nd the avoidance of the calibration of the detector crystal (apart 
“om a check on the symmetry of the standing-wave pattern 
bout the minimum position). A two-interface specimen, in 
reference to one interface, was chosen because of the contact 
ifficulty mentioned previously. The details of the actual method 
re presented in Section 3.4. 


(3.3) The Reference System 


As a check on the accuracy of the transmission line and an 
lustration of the method of measurement, a detailed investi- 
ation is required of a medium, whose properties can be cal- 
ulated. An array of thin metal plates, for which the Carlson— 
{eins theory is available, is suitable, and the plates can be made 
‘om tin foil supported by a low-loss dielectric. The Carlson— 
[eins solution applies only when the plates are embedded in a 
niform medium of infinite extent, and to simulate this the 
rrangement of Fig. 7 is used. The dielectric is embedded 


Coefficients at 
Coefficients at this face from the 
this face as for Carlson- Heins 
0 (oO! homogeneous g 9! theory, for 
dielectric plates complete- 
ly immersed in 
dielectric 
Dielectric : 
Plates oa The overall co- 
S efficients of this 
Lt \_~_ slab are regard- 
ils! ets ed as those of a 
O20 0 O modified single 


interface at 0! 0! 


ig. 7.—Application of the Carlson—Heins solution to a system with a 
dielectric projection. 


eyond the plate interface, (0’,0’), by a distance /,, sufficiently 
urge to ensure that the evanescent field has negligible amplitude 
t (0,0). Section 11.2 shows how the reflection and transmission 
oefficients for a single effective interface between free space 
nd the region of the plates can be calculated from the coefficients 
or the interfaces (0,0) and (0’,0’). The coefficients for (0,0) 
re calculated for the measured value of the relative permittivity 
f the dielectric and those for (0’,0’) from the Carlson—Heins 
aeory. A comparison of the calculated and measured values of 
1e coefficients for the single effective interface therefore suffices 
sa check on the proposed measurement technique. 


(3.4) The Experimental Method (Fig. 8) 


For reasons given previously it was decided to use a slab of 
ne plate medium with a short-circuit termination to the line. 


Specimen 


Probe 


Short- 
circuit 


Standing 
‘wave pattern 


Awe 


The measurements consist quite simply of locating a minimum 
position on one side of the medium for various positions of the 
short-circuit relative to the other interface of the medium. This 
type of curve relating a short-circuit position to a minimum 


One of the parallel plates 


Tin-foil 
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Continuous 
dielectric block 


‘5em| lp dem} 
— > <——— 


Fig. 9.—Parallel-plate specimen with dielectric projection. 
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Fig. 10.—Typical Weissfloch curves. 
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position on either side of an obstacle was first discussed by 
Weissfloch!7 who pointed out that it could be used to determine 
the properties of a four-terminal network (or a discontinuity) 
in a transmission line and discussed it in terms of the trans- 
forming properties of such a network. 

Others have used similar curves and have interpreted them 
in different ways. Oliver!8 and Marcuvitz!® have derived 
equivalent circuits and Feenberg!2 and Barlow and Cullen”! 
have been interested in reflection coefficient and standing-wave 
ratio. 

In the method, the specimen, assembled as in Fig. 9, was 
made to fit tightly between the plates of the line and was located 
with respect to the short-circuit by wedging the plates apart, 
fitting machined spacers to obtain the distance S, removing the 
wedges and then the spacers. The corresponding minimum 


position was then located. The absolute value of D is not 
required, and all that is necessary is the relative movement of 
the minimum position (on some scale attached to the line) as S 
is varied. SS was varied by moving the specimen through half- 
Fig. 10 shows typical curves for half- 


centimetre intervals. 


coefficient , R’ 


Magnitude of electric-field reflection 


wavelength and quarter-wavelength changes in S. The latte 
change is sufficient since the.peak value gives the magnitude o 
the reflection coefficient for the particular slab of the mediur 
being measured. The phase follows from S = So, the poin 
midway between the peak values (see Section 4). 

Repeating this curve at various wavelengths, for a fixe 
medium length, yielded two curves relating the magnitude | 
and phase ¢ of the reflection coefficient of the slab, to the wave 
length (Figs. 11 and 12). Similar sets of curves were obtaine 
for half-centimetre changes in the specimen length. 

These curves were then replotted for fixed wavelengths t 
give the magnitude R and phase % of the reflection coefficient 
in terms of the medium length /, (Figs. 13 and 14). The para 
meters for the modified single interface were obtained from th 
latter curves (see Section 4). 


(3.5) Description of the Specimen 
The dielectric material was expanded ebonite of permittivit 
1-07, and this was machined in blocks of width equal to th 
plate spacing in the parallel-plate medium. The height of eac 
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Fig. 11.—Magnitude of reflection coefficient against wavelength. 
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Fig. 12.—Phase of reflection coefficient against wavelength. 
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Plate length lp , cm 
ig. 13.—Magnitude of reflection coefficient against plate length (1). 
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block was equal to the spacing between the conductors in the 
transmission line (3cm), and the length of each block was the 
same as the length of the sample. The parallel plates of the 
specimen were formed by wrapping 0-001 in tin foil around each 
block with an overlap on the broad side adjacent to a line con- 
ductor. Eight blocks were placed side by side to give nine 
parallel plates each 0-002 in thick. The dielectric interface-slabs 
were obtained by making the tin foil 5cm shorter than the block 
length, at each end. The whole specimen was held together by 
wrapping it in a large sheet of tin foil (covering the length of 
each plate only), and gluing a small part of the overlap with 
polystyrene. Judging by the consistency and reproducibility of 
the results (the specimen was dismantled and re-assembled 
several times), the contact problem was satisfactorily solved by 
tight wrapping and a tight fit in the line, and by having all dis- 
continuities in the foil transverse to the direction of propagation. 
To reduce the specimen length it was necessary to dismantle it, 
but this form of construction ensured that the mechanical 
accuracy and electrical performance were within the limits desired. 

The permittivity of the ebonite was measured in the trans- 
mission line from 8-0-11-O0cm, and the results were consistent 
to within +1/3%. The absolute value agreed with those from 
waveguide measurements and at low frequencies. The accuracy 
is attributable to the long specimens used (30cm). 

For an ideal specimen of finite length, accurately constructed 
and possessing no loss, the reflection coefficient should be zero 
at some frequency. It was found that the smallest measurable 
reflection coefficient was of the order of 0-003 (+0-001) which 
clearly indicates that any error arising from the above causes 
is insignificant. 

The dimensions of the specimen are given in Fig. 9. 


(4) THE INTERPRETATION OF RESULTS 
(4.1) The Weissfloch Curve 
If g is the peak-to-peak value of the curve (Fig. 10), then?! 
R = sin (277q/2Ao) 
= magnitude of reflection coefficient for the slab 


272Sp/Ao 
= phase of reflection coefficient for the slab. 


and 


These are plotted in terms of wavelength (Figs. 11 and 12), 
or specimen length (Figs. 13 and 14). The theoretical equations 
for R and % are: 

pile 2P sin € 

/{d — P?)? + QP sin €)7] 


(See Sections 11.1 and 11.2) 
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Fig. 14.—Phase of reflection coefficient against plate length (J,). 
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CP) 
% =@,, — arctan be 


€ = (zal, |Ag) + Ox» 


P = magnitude of reflection coefficient of the modified single 
interface. 

@,, = phase of reflection coefficient (free-space side), at the 
plate edges. 

®,, = phase of reflection coefficient (plate-medium side) at 
the plate edges. 


(4.2) Determination of P, 0,,, Oy» 


R (as a function of /,) will have maxima at € = mz/2, 
m=1,3,5,..., and R,,,. = 2P/(1 + P?), which determines P. 


The period of R = f(J,) is A,/2 and so n = Aj/A,. 
At € = 0, R = 0 and at this point let J, = 1. 


Therefore E =O.) + (27m, o/Ay) = 0 
or 0,, = = (27rnl,o/Xo) 
Bis a (SP) 

From w& = O,, — arc tan ee | 
fees (1 — P’) ‘= 
vs = ®,;, when arc tan la +P) tan ;| 0 

T 
or Seat WLI 
i= 1, = 1 + A,/4 


r 
From the curve Sp = f(/,), at 1, = Io + d,/4, So = G x) 
Therefore ®,, =u = 2Sy27/Ay at 1, = 19 + A,/4 


(4.3) Determination of 7 


n=A/A, 


where A,|2 is the periodicity of the curve R = f(/,). 
This result was used in Section 3.2 for the determination of O,. 
In the experimental determination of ©,, and ®,,, there is an 
uncertainty of 7 in the absolute value which can be resolved 
as follows: 
.. Barlow and Cullen?! show that the absolute value of ®,, is 


Magnitude of reflection coefficient , R 


found from the mean point on the Weissfloch curve, in th 
region of minimum slope, nearest to the short-circuit (S = 

The curves that have been plotted give Sy in the region o 
maximum slope, so that it is necessary to add (or subtract 
a quarter-wavelength and then to ascertain that this point i 
the one nearest to the short-circuit (in comparison with othe 
points of minimum slope). 


If 1,9 is chosen to be the shortest length at which R =0 
ie. from any /,9 subtract “ain m=1, 2,..°., then O35 wa 


have its correct absolute value. 

These formulae are best illustrated by a specific example, say 
atAy = 10cm. 

From Fig. 10, J, = 17cm, g = 1-28cm. 


Therefore R = sin (27 x 1:28/2 x 10) 


= 0-392 
So = 8-23cm (maximum-slope region) 
or 8-23 — 10/4 = 5-73 (minimum-slope region 


These values are then plotted on the curves R = f(A) 
So = fx(Ao), for 1, = 17cm and Ay = 10cm (Figs. 11 and 12). 

From Fig. 13, at Ay = 10cm, periodicity = A,/2 = 7-65cn 
(average for whole curve). 


n = (10/2)/7-65 = 0-654 


From Fig. 13, Ay = 10cm. 
Rnax = 0°398 = (2P)/(1 + P2) 
P =0-208 


Also R = 0 at J) = 13-59cm (Fig. 13). 
The first zero occurs at J,g = 13°59 — 7-65 = 5-94cm. 


0,5 = (— 27nl9/Ag) 
= (— 27 x 0-654 x 5:94/10) radians 
= — 139-96 degrees 


therefore 


) =9-760m 


From Fig. 14, at 1, = 9-76, So =3-l1em or 3-11 ie 


= 0-61 (minimum-slope region). 4 


This value is referred to the front face of the dielectric, whereas 
it is required at the plate edges. The simplest way of changing 


A 1 10 
And § = n)2atl, = Io +P =5-94 + (4 ae 


a= 6-25cm 
Permittivity ¢€=1:069 


Refractive index ,n 


Free-space wavelength Ag , cm 


Fig. 15.—Magnitude of reflection coefficient and refractive index against wavelength, for a single interface. 
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95 10-0 


Free-space wavelength Ag , cm 


Fig. 16.—Phase of reflection coefficient for a single interface. 


the reference plane is to add Scm (length of the dielectric pro- 
jection) to Sp. 


Le. ®,, = [— 272(Sp + D/Ao] 
| = (—272Sy/Ao) — (27710/Ao) 


By coincidence this makes no difference at 10cm, but at other 
avelengths it will have an effect. 

_ (Note that the shift in reference plane takes place in free space 
nd not in the dielectric.) 

_ Figs. 14 and 15 give the final results for Pand nand®,, and®,). 

_ The derivation of the theoretical curves is given in Section 11.3. 


(5) MEASUREMENTS ON SHORT PLATES 


_ The purpose of these measurements was to determine for what 
length of plate, coupling between higher-order modes from the 
two interfaces became noticeable, i.e. the point at which the 
Carlson—Heins theory broke down. This is best studied by 
determining R as a function of /,. 

For no coupling between evanescent modes, 


agit 2P sin € 

: — V(G — P?? + QP sin 47] 
whence, for 1, =0, § =D 

- 2P sin ®,, 

~ /[0 — P?)? + QP sin ®,,)"] 


R 


which is still finite. 


However, from physical reasoning, R must be zero when /, = 0, 
so that the effect of coupling can be seen in the deviation of 
R = f(/,) from the theoretical curve 


(2P sin &) 


Measurements on the previous specimen were continued for 
Ay = 10-0 to 11-0cm and for I, from 7 to lcm. Fig. 17 shows 
the results for the worst case, i.e. Ay = 11-OcmandA, = 20-4cm. 
_ The two curves agree up to J, = Scm, i.e. LA, —1h/4- Or 
about 3Ay. At J, = 3-0cm R has dropped from 0-56 to 0-525 
or about 6%. 

The conclusion is that the Carlson—Heins theory is applicable 

slabs longer than a half-wavelength in free space. For 
quarter-wavelength slabs the error does not exceed 10%. 
Vou. 102, Part B. 
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coupling between interfaces) 


Possible continuation 
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Magnitude of reflection coefficient, R 
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Fig. 17.— Magnitude of reflection coefficient for short plates. 


Although these remarks apply to the magnitude of the reflection 
coefficient of a slab, it is expected that the phase would behave 
in a similar manner as the phase angles at a single interface 
contribute to R. 


(6) DISCUSSION OF THE RESULTS 


Fig. 15 shows that the results for the refractive index are 
satisfactory. The worst error is —2°%, so that the accuracy 
can certainly be given to within +2°%. There is no definite 
evidence of a systematic error. The magnitude of the reflection 
coefficient does show a systematic error which increases with 
decreasing wavelength. The error at 9:0cm is —3% and 
becomes too severe at shorter wavelengths. The scatter appears 
to be about +1%, so the resultant error could safely be specified 
as —1% to —5% of the theoretical value in the wavelength 
range 9-0-11-0cm. 

Fig. 16 shows that the phase is within 3° from Ay = 9-0cm 
to Ag = 10-Ocm, but there is greater deviation for wavelengths 
outside this range. 

Consider the effect of mechanical spacing in contributing to 
the above errors. The actual spacing used in the calculations 
was arrived at by measuring the average specimen width between 

2 
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two straight edges and dividing by the number of spaces in the 
specimen. Because of the presssure exerted by the line on the 
specimen it might be thought that the actual spacing would 
increase beyond the measured value. To cause a 3% reduction 
in magnitude of reflection coefficient would require the overall 
width of the specimen to increase by 6mm, which is impossible. 
Similarly an error in the value of permittivity of the spacing 
dielectric would be too large to be admissible. 

The presence of the interface slabs is a possible source of 
error in that the theory allowing for them may not be correct. 
As the theory is quite straightforward this is unlikely, and 
furthermore, measurements on similar systems in which these 
slabs were absent, showed that a systematic error of the same 
order persisted. 

Although appreciable scatter was encountered for individual 
points (some 5% at the most), this is progressively reduced by 
the method employed, with the result that the final error is 
almost entirely of a systematic nature. The most likely origin 
of this is in the line itself. The fundamental cause is believed to 
be the finite width of the source. In conjunction with the finite 
width of the line conductors, it is almost impossible to calculate 
the actual behaviour of such a system and at the best it can 
only be discussed qualitatively. 

One of the main consequences of using a source of finite size 
is that the region of practically uniform radiation is attained only 
beyond a certain distance from the source (i.e. beyond 2D?/Ao, 
D being aperture width). For distances less than this (in the 
Fresnel region), the field departs from ideal, depending on the 
aperture size and the distance. The ideal would consist of an 
incident wave of some known amplitude distribution and a flat 
phase-front. A non-uniform amplitude distribution need not 
be regarded as a defect. In the transmission line, measurements 
were actually being carried out in the Fresnel region of the 
source and this is evident from results obtained under short- 
circuit conditions. The distance between adjacent minima gave 
an apparent wavelength which was variable and in error by 
0 to +1%, with an average of +4%. The variable character 
arises from the nature of the incident field in the Fresnel region, 
which is not uniform, whereas the average error is connected 
with the taper of the field pattern. It might be thought that 
the latter error could be compensated for by treating the line 
as a large guide, or more simply by assuming that the measure- 
ments were made in a dielectric of permittivity 1/1-005. On 
the basis of such a correction the error is changed as follows: 


8:0 cm 9-0cm 10-0 cm 11-0cm 
R (original) error .. 0 0 0 0 
R (measured) —8% —3% —3% —-1% 
R (new) = Se ar SRG 


If such a correction were used it would have to be a function 
of wavelength. 

The situation is still further complicated by other factors. 
At the longer wavelengths the phase front of the incident wave 
showed considerable curvature! which would certainly be 
detrimental. At the shorter wavelengths, radiation from the 
side of the line was noticeable, indicating the presence of 
unwanted reflections in the body of the line. 

The finite width of the specimen itself could be troublesome 
in two ways. Diffraction from the sides of the specimen is not 
considered important as the field strength at the side of the line 
was found to be small. Of greater importance was the number 
of plates occurring across the width of the line. With the 
number used, measurements were being carried out well into 
the Fraunhofer zone of each plate spacing regarded as an 
aperture, but if the number is much further reduced the diffrac- 
tion of each plate edge, rather than a plate medium, would be 
under consideration. 


The foregoing remarks have merely served to show that there 
is a primary cause for a systematic error, the magnitude and 
direction of which approximate to that actually obtained, and 
that the situation is complicated by other factors none of which 
can be satisfactorily allowed for. As a result it has been found 
more convenient to use the above set of measurements to predict 
the error in later work. 


(7) A COMPARISON OF THE SINGLE- AND DOUBLE 


INTERFACE METHODS 

The main disadvantage of the method employed is that it 
consumes a great deal of time and labour and this must be 
weighed against the requirements of the work to be done. It 
appears to offer greatest accuracy, as measurements carried out 
on a single interface showed considerable scatter. The single- 
interface method is certainly quicker and easier to carry out 
and would be extremely useful for exploratory purposes, followed 
by more detailed measurements using two interfaces and yielding 
more specific results. For the transmission line in particular, 
the two-interface method has proved extremely useful since it is 
essentially an averaging process and would reduce scatter, which 
appears to have some support from the results. It should be 
pointed out that this method as applied to a parallel-plate 
medium is perfectly general and can be used for the study of 
any two-dimensional artificial structure. 


(8) CONCLUSIONS 


A method of specifying and determining the properties of an 
artificial medium has been demonstrated. The transmission line 
has made possible the accurate measurement of two-dimensional 
structures at centimetre wavelengths and its performance between 
9-0 and 10-:0cm is satisfactory within the following limits: 

Magnitude of reflection coefficient (approximately 0-1): 
within 5% of the theoretical value (probably of the order of 3%); 
Phase of reflection coefficient: within 5° and probably within 3°; 
Refractive index: within 3%. 
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(11) APPENDIX 


(11.1) The Complex Reflection Coefficient for a Symmetrical Slab 
of a Material 


AA will be taken as the reference plane (Fig. 18), 


Let n = refractive index of medium b referred to medium a, 
1, = length of 5 in the direction of propagation, 
5, = phase delay in b = (2znl, Ao» 
and A, = wavelength in a. 


Then from Reference 20, page 355, 


thy Uap X bon X EXD (— §20,) 
1 — (4)? exp. (— j28,) 


t AA 


pe Rew (— jin +2 


Put 


rp = pexp(—jby) and 75, = p exp (— jh) 
tap = tha = 7 exp (— j9) 
f 
with $1 + $2 —20= +7; €=bn4+ 4, 


A B 


Unit incident wave 
—_ 


Reflected wave 
—<—<—____ 


R. exp (-J¥) 


Fig. 18.—Symmetrical slab. 
and substitute 


(1 — p*) exp od 


R exp (— jb) pexp (i641 ar = ji ON) (= 129) 


which reduces to 


Mey 2p sin € 
Rexp (— jy) V/[C — p2)? + (2p sin €)?] 
exp {—if — arc tan eed 

from which 

es 2p sin € 

VIG — p? + Gp sin 87] 
= o 

pb = diy — arc tan eee! 

and E= dy + ue 


(11.2) The Complex Reflection Coefficient for a Composite Slab 


AA will be taken as the reference plane (Fig. 19). 

a denotes free space. 

b denotes the dielectric supporting material of permittivity e. 
c denotes plate medium filled with the dielectric material. 

n = refractive index of c referred to a. 


Unit incident wave 
SS 


Reflected wave 
a e 
R. exp (-J¥) 


Fig. 19.—Composite slab. 


The first step in finding R exp (— jz) is to replace each of 


the dielectric slabs b by their overall reflection and transmission 


coefficients referred to the plane AA. (It is assumed that /, is 
large enough for any evanescent modes excited at AA to be 
negligible in amplitude at A’A’.) 

P, ®,, and ©,, are found by considering the slabs b. 
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Put Tag = Pexp(—j®), Tq = Pexp (—j®x) 
hae = VL — P?) exp (— jp) 


and using Section 11.1, 


2P sin € 
1— P22 + @Psin 


Rexp (— jy) = vi 


xp 4 —Jj| O, — arc t eae } 
exp J i c tan (i +P) tang 
(Be 8, + 0,,, 8, = 2rnl,|Ao 


The reflection and transmission coefficients at AA are obtained 
from the Carlson—Heins theory for a plate system completely 
immersed in dielectric, ie. use Ag/+/e instead of Ao. 


Put 7. = p exp (—Jbi)3 Teo = p ex (— JP22); 
Fe —... at AA 
tho =Texp(— j0) =t,,; with¢,, + ¢..— 20=+7 


At A’A’ the coefficients are simply 


— ia Ce erat 
ab Pe (e) +1 
i pe — Tap 
te = tha = VU — p2) 
and a= vl 
0 


tay X tye X Tig XCD (= J20)) 
= ‘ba x Tee x exp (— j26,) 
at AA (see Reference 20) 


req = P exp (—jOz) = rey + 


Therefore 
Yeq = P exp (—j®9) = exp ( — jbo) 


i + p2) — pel + p?) cos x + jl — p*) sin x 
1) —2pzp ces x = ((pp.)* 


from which 


he | pope = ep. cos 7 
1 + (pp.)? — 2pp_ cos x 


1 — p”) sinx 
enh teat ae 2 We 
Dy) = $92 — are tan E + p?) — pl + p2) cos ;| 


x = 26, + bi 


' And in a similar way 


®,, = — 2n() — arc tan | 


p(l — pz) sin x | 
(p-(1 + p2) — p(l + p2) cos x 


(11.3) Calculation of the Theoretical Curves 
(11.3.1) Extension of Lengyel’s Tables. 

Lengyel has tabulated'¢ as a function of x = 2a/Ao, the 
quantities n, p, $1; and $2) for x = 1-01 to x = 1-35. It was 
found to be necessary to extend this to x = 1-65 (Ay = 8:0cm), 
Some of the main values are given in Table 1. The order of 

Table 1 


EXTENSION OF LENGYEL’S TABLES 


$11/27 


—0-1505 
—0-1564 
—0-1641 


—0-1723 
—0- 1808 
—0-1900 
—0-1998 


accuracy is estimated to be +0-0002 which was more than’ 
adequate for present purposes. | 


(11.3.2) The Theoretical Curves. 
(11.3.2.1) Refractive Index.—For the plate system 
63 = <8? — Gala? 
8, = propagation constant for the Ho, mode in the dielectric 
filled plates. 
B = propagation constant for free space. 
== 2m]Xo. 
a = plate spacing. 


n= (8/8) = Vev[1 — C]x)?]. 
x = 2av/(©)/Ap = 2ald,. 


Thus if 79 is the value for « = 1, for a given x, n is found 
from m9 = +/(e)n. The corresponding free space wavelength is 


Ap = 2av/(©)/x. 


(11.3.2.2) The Parameters of the Modified Interface (P, Dy, 
and ¢5,).—These were best found by choosing a suitable value 
of x (from which the corresponding free-space wavelength is at 
once available), obtaining p, $4; and $22 from Lengyel’s tables 
and substituting in the following formulae: 


‘e | p? + p2 — 2pp, cos x ih 
1 + (ppe)* — 2ppe Cos x 


Oy 


l| 


ae eigen 
2n(5*) arc tan Ee + p2) — pd + p2) cos x 


at plate edges 


pe(1 — p?) sin x | 


®,, = dy) — arc tan (1 + p2) — pl +p) cos x 


x= (=) + dy. 


1,372.2 : 621.315.61 : 621.3.011.5 


| SUMMARY 

|The methods available for the calculation of the interaction field of 
h array of dipoles are discussed with reference to an artificial dielectric 
med from a tetragonal array of conducting discs. A modified 
ethod is described and used to derive a formula for the relative 
srmittivity, valid when the discs are not too closely spaced. For 
osely packed discs, the fields due to higher-order multipoles become 
aportant and a second formula for the relative permittivity is obtained 
yr this case. Comparison with experimental values already obtained 
pews that the two formulae together enable the calculation of the 
lative permittivity over the whole range of spacings likely to be used 
| practice to be made. 


a_i 


LIST OF PRINCIPAL SYMBOLS 
a, b = Lattice spacings defined by Fig. 1. 
x, y, Zz = Cartesian co-ordinates. 
| Ey = Magnitude of applied electrostatic field. 
| m= Magnitude of induced dipole moment. 
a = Polarizability of disc. 
d = Diameter of disc. 
€9 = Absolute permittivity of free space. 
| P = Magnitude of polarization vector, i.e. total dipole 
moment per unit volume. 
N= Number of discs per unit volume. 
€, = Relative permittivity of array of discs. 
E, = Interaction field caused by dipoles. 
C = Proportionality constant defined by E, = Cm. 
iz, f= Integers. 
_ a’ = Polarizability per unit length of cylinder formed from 
from a single row of discs. 
n = Refractive index. 
_ B= Susceptance of plane of discs. 
! = Characteristic admittance of free space. 
_ Ag = Free-space wavelength. 
| B = Free-space phase-change coefficient = 277/Ao. 
d(x) = Dirac delta function. 
K(x) = Modified Bessel function of second kind and zero 
| order. 
_S = Series defined by eqn. (29). 
_ T, = Series defined by eqn. (31). 


The M.K.S. rationalized system of units is used throughout. 


(1) INTRODUCTION 


In a recent paper El-Kharadly and Jackson! have described 
ae results of a comprehensive investigation into the properties 
f artificial dielectrics comprising arrays of conducting elements. 
the particular elements considered included long cylinders and 
tips, spheres, discs and short cylindrical rods. Experimental 
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values of the relative permittivity were obtained for each of 
these and in most cases theoretical formulae, in good agreement 
with these results, were given. An exception was the tetragonal 
array of discs for which the theory was inadequate except in a 
limited range of disc diameters and spacings. The theoretical 
result given by El-Kharadly and Jackson was obtained by the 
method used by Lorentz and others?.3.4 in studies of the 
dielectric properties of non-polar media and assumes that the 
disturbing action of each disc on a uniform applied electrostatic 
field can be allowed for if each disc is replaced by a suitably 
chosen dipole. ; 

The calculation of the relative permittivity of an array of 
conductors by the Lorentz method is examined in the first half 
of the paper and an alternative approach, which leads to a new 
formula, is described. This formula is in reasonable agreement 
with the experimental results when the spacing 5, Fig. 1, is 


xX 
E z 
ales 
1A Lea (b, 
a Discs of 
diameter d Section through A~A 


Fig. 1.—Tetragonal array of discs. 


greater than 0:6 times the spacing a. One of the principal 
results of the investigation referred to above is that the repre- 
sentation of the conducting obstacles by dipoles becomes 
inaccurate as the number of elements per unit volume increases 
and that additional short-range interaction forces then become 
increasingly important. 

In the second part of the paper a method is outlined by which 
certain of these forces may be allowed for in the calculation of 
the relative permittivity, leading to theoretical values when the 
ratio b/a is less than 0:6. 


(2) APPLICATION OF THE LORENTZ THEORY TO 
ARTIFICIAL DIELECTRICS 
When a uniform electric field of strength Ep volts per metre 
is applied to the array of Fig. 1 in a direction parallel to the 
x-axis, a distribution of charge is established on the surface of 
each disc. The total charge on each disc remains zero but is 
distributed in such a way that an additional field is created. 
A first approximation to this extra field is obtained by examining 


[37] 
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the charge distribution on an isolated disc in a uniform field, 
and it is found that it is equivalent to a dipole located at the 
centre of the disc. The dipole is parallel to the applied field, 
and its moment, m, is proportional to the magnitude of the 
applied field, i.e. 


Ti OE et, a CUR ea ee (Ol) 


The constant of proportionality, «, is called the polarizability, 
and for a disc of diameter d it has the value Zed. 

Each of the discs in the array of Fig. 1 becomes polarized 
under the action of the applied field. The polarization, P, is 
the total dipole moment per unit volume, so that, if there are 
N discs per unit volume, 


P= Ni UNC ee rm (>) 
For an array in Fig. 1, 
N = 1/a2h 2) soe ee) 


The relative permittivity, ¢,, is related to the electric field 
strength and the polarization by the equation 


€,E — Eo -+ Pley ° 5 5 5 . . (4) 
and substitution for P from eqn. (2) gives 
e, = 1+ Naleg Eee Sima TaN tas Sito). ()) 


There are two limitations on the application of eqn. (5): 


(a) The assumption that the charge distribution on the 
surface of each disc corresponds to that of a dipole. 

(6) The assumption that eqn. (1) applies to discs arranged 
in an array as well as to isolated discs. 


If the first of these assumptions is accepted then the second 
can be removed by a method which has been investigated by 
many workers. This method consists simply of calculating the 
additional field acting on each disc because of the dipoles induced 
in each of the other discs. Suppose that one of the discs, say 
the one whose centre is at the origin, is removed, the array being 
otherwise unaltered. The field at the origin is now Ey) + &,, 
where £, is the interaction field caused by all the dipoles except 
that at the origin. It is obvious that E, is proportional to m, 
so that 

EG SGT hs eee) a eN(G) 


where C is a constant of proportionality which has to be deter- 
mined. If the disc at the origin is now replaced it will be acted 
on by the total field Ey + E,, so that eqn. (1) must be replaced by 


m = (Ey + E,) = «a + Cm) 


and if this equation is solved for m there results 


Mes epamae (7) 
The equation for the relative permittivity now becomes 
Na 
— | 
€, 1 T Ent ae aC) . (8) 


The polarizability, «x, and the number of elements per unit 
volume, N, are known for the array of discs and so the relative 
permittivity can be calculated if a value can be found for the 
constant C. The calculation of C is far from straightforward 
and has been the subject of many papers. At first sight, it 
seems sufficient to calculate the field at the origin due to a 
dipole at the point (ra, sa, tb), where r, s and ¢ are any integers, 


| 
and then to sum over all the dipoles excluding that at the origir 
This gives the result * 


fo) (oo) foe) 
1 , 


ne 2r?a? — s?a* — t?b? 
Atego sto t= co (r2a® + 82a? + £2b2)512 © 


> 


the dash signifying the omission of the term for which r, s, 
are all zero. Unfortunately this series is only conditionall 
convergent and different values can be obtained for its sun 
depending on the order in which the summations are performec 
This difficulty was overcome by Lorentz by the artifice c 
replacing the assembly of dipoles by a continuous dielectric an 
then removing a sphere at the origin.234 The field withi 
this sphere due to the polarization of the dielectric is P/3e€ 9, s 
that, from eqn. (6), 


C = P)3egm = Nise, i! =, Saeed 
Insertion of this value into eqn. (8) gives 
Na]éo 
—, | 
Sahn 1 — Na/3<q a 


which is known as the Clausius—Mosotti relation. A strikin 
feature of this relation is that it is independent of the ratio b/c 
An examination of the conditions under which eqn. (11) is vali 
shows, however, that it only applies in fact when a and 5b ar 
equal. 

The mathematical equivalent to the foregoing physicé 
approach is to replace the summations, which correspond to th 
discrete array of dipoles, by integrations, corresponding to 
continuous distribution of polarization as in a solid dielectric 
It is obvious that this removes any fine detail in the distributio 
of polarization, and it is inevitable that this process will resu! 
in an answer independent of the ratio b/a. The calculation c 
C by integration in this way was carried out by Rayleigh> an 
the answer obtained is identical with that in eqn. (10). 

More recently, Lewin® has examined the propagation o 
electromagnetic waves through a lattice of spheres and has, i 
the course of this, obtained an equation which is equivalent t 
eqn. (11). His analysis also involves the approximation o 
summations by integrations and for the present purpose 1 
effectively the same as that of Rayleigh. 

There remains the direct summation of the series, choosin 
the order of the summations in such a way that the answe 
obtained agrees with eqn. (10) when a and 6b are equal. Thi 
offers the possibility of investigating the dependence of th 
factor C on the ratio b/a. Calculations have been carried ou 
in this way, and the values of relative permittivity which ar 
obtained have been compared by El-Kharadly and Jackson witl 
their experimental results. It is obvious from Fig. 13 of thei 
paper that the agreement is far from satisfactory except in th 
relatively uninteresting region where -b/a exceeds 0-8. It is no 
surprising that a direct summation of the series fails to giv 
results in agreement with experiment, because of the conditiona 
nature of the convergence of the series. It might be possible t 
obtain more reliable values for C by inserting convergenc 
factors in the series and taking an appropriate limit in the fina 
answer. The mathematical complexity of this approach make 
it of doubtful value, at any rate for the investigation of a1 
array of discs. 


(3) MODIFIED THEORY 
As mentioned in the previous paragraph, the calculation o 
the relative permittivity of the disc array by summing the serie 
of eqn. (9) gives results which show poor agreement with th 
measured values when the ratio b/a is less than 0-8. A slighth 
different approach, which avoids the difficulty of handling ; 


onditionally convergent series, has therefore been tried. This 
consists simply of the assumption that the principal contribu- 
‘tion to the interaction field acting on the disc at the origin 
comes from those discs which lie in the same plane, i.e. the 
plane z=Oin Fig. 1. Physically this seems plausible since the 
separation between the nearest points of adjacent discs is less 
if they lie in the same plane than if they are in different planes. 
This is hardly a sufficient justification by itself for adopting this 
procedure, and a more rigorous analysis, which leads to a similar 
conclusion, is given in Section 7.1. 

| If the interaction field is calculated on the assumption that 
only the discs in the plane z = 0 need be considered, the sum- 
mation in eqn. (9) reduces to the double sum 


ce ice) 
Vind i , 


4ireqa3 as s=—00 (r? ps2)? 
the dash showing the omission of the term for which r and s 
are both zero. The series in the above equation is absolutely 
convergent, and there is, in principle, no difficulty in finding its 
3um. It has not been found possible to obtain an exact answer 
for the sum but by a method similar to that used by Lewin7 in 
tudies of waveguide problems, a sufficiently good approxima- 
tion has been derived. The details of the calculation are given 
n Section 7.2, where it is shown that the sum has the value 
-521. The approximations used are such that the exact value 
less than this and that the difference between the exact and 
pproximate values i is not greater than 0-003. From this it follows 


hat 
(13) 


2r?2 — s2 


(12) 


} 


i 
1 


C’ = 4-521/47re,a3 
This expression can be inserted in eqn. (8), and if at the same 
ime the value 2¢,d°/3 is substituted for the polarizability, the 
ollowing equation for the relative permittivity results: 

a 


zh b[1 -5(a/d)3 — 0-360] a 


(4) THE RELATIVE PERMITTIVITY FOR AN ARRAY OF 
CLOSELY SPACED DISCS 
It is not possible to maintain the assumption that the charge 
istribution on the surface of each disc corresponds to that of 
a dipole if the spacing between successive planes of discs (the 
pacing b in Fig. 1) is smaller than the diameters of the discs. 
possible method of allowing for this, theoretically, is to 
ostulate a series of multipoles at the centre of each disc, as 
lescribed in Section 2.1.3 of Reference 1. The difficulty of 
ormulating this mathematically in the present case is con- 
siderable, if not prohibitive. Once again, a physical picture is 
d to determine what the most important part of the inter- 
tion field will be. It is reasonable to suppose that when the 
spacing b is very small compared with the diameters of the discs, 
a single row of discs, such as that formed by the discs whose 
centres lie on the z-axis of Fig. 1, will behave not very differently 
from a continuous conducting cylinder. This suggests that the 
ay of discs may be regarded as a 2-dimensional lattice of 
“cylinders,” each cylinder consisting of a single row of discs. 
e calculation of the permittivity of the array of discs can be 
ied out as follows: first the effective polarizability per unit 
ength of each cylinder, «’, is first obtained and then this value 
f «is then inserted in the 2-dimensional formula which corre- 
ponds to eqn. (8). The appropriate formula for the second step 
is eqn. (10) of Reference 1, namely 


a’ Ny} / €o 
1 rad a’ N, [2€9 
in which N, the number of cylinders per unit area, has the value 
1/a* in the present case. 


€-=1+ (15) 
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The calculation of the effective polarizability per unit length 
for the row of discs involves an investigation of the field dis- 
tribution when the row of discs is placed in a uniform field, of 
strength Ey volts per metre. The analysis involved is somewhat 
lengthy and only the results will be quoted here. It is demon- 
strated that the assumption that the row of rods behaves like 
a cylinder is justified, at any rate for small values of the ratio 
b/d. Further, an approximate expression for the effective 
polarizability per unit length of the row of rods is 


, Te yd? 0:441b\2 005853 0-441b 
= 1—-—— | y 
2 ( Trey Aiiere: : (1 d ) G9) 


The formula is obtained by expressing «’ as a series of powers 
of b/d and retaining powers up to the fourth in the calcula- 
tions. When b is zero, the value for «’ is 47ed*, which is 
identical to that for a continuous conducting cylinder of 
diameter d. 

The relative permittivity for a cuboidal array of discs may 
be calculated by substituting the above value of «’ in eqn. (15). 
The conditions under which the answer obtained is reasonably 
accurate are discussed below. 


(o4 


(5) DISCUSSION OF THE RESULTS 


Two formulae have been obtained above for the relative 
permittivity of an array of conducting discs. The first, eqn. (14), 
is applicable for large values of the ratio b/a, and the second, 
given by the combination of eqns. (15) and (16), for small values 
of this ratio. It is very difficult to assess theoretically the range 
of values of the ratio b/a for which these formulae can be used, 
but numerical calculation has shown that the difference between 
them is least when b/a is about 0-6 and that this difference does 
not exceed 2%. Accordingly, the first formula has been taken 
as applicable when b/a exceeds 0-6, and the second when b/a 
is less than 0:6. Numerical values for the relative permittivity, 
calculated on this basis, are plotted in Fig. 2 against b/a for 
various values of the ratio d/a. The experimental results 
obtained by El-Kharadly and Jackson! are also shown, and it is 


Te T 


0°8 Jlo7e 1-6 


0 0-4 


Fig. 2.—Relative permittivity of tetragonal array of discs. 


Calculated from eqns. (15) and (16). 
----- Calculated from eqn. (14). 
x x x Experimental values from Reference |. 


(d) 0-667. 
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seen that the agreement is extremely close over the whole range 
of b/a. 

For the largest value of d/a, only one experimental point— 
that for the continuous cylinder—lies in the range of b/a from 
0 to 0:6. This point differs from the theoretical value by more 
than the other points, the reason being that the two-dimensional 
Clausius—Mossoti expression, eqn. (15), ceases to be sufficiently 
accurate. A modification to this equation allowing for short- 
range interaction forces between the cylinders gives better agree- 
ment and may be used in the present analysis. Since the worst 
error for a fixed d/a value always arises when b/a is zero, it has 
not been considered necessary to do this. 

Only tetragonal arrays of discs have been considered, since 
this is the most interesting case in practice, but the methods 
used can be extended to more general arrays. 
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(7) APPENDICES 


(7.1) Derivation of the Interaction Factor from 
Transmission-Line Analysis 


It has been shown’ that the propagation of an electro- 
magnetic wave of free-space wavelength Ap in the direction of 
the z-axis of Fig. 1 can be represented by the loaded transmission 
line of Fig. 3. Each shunt susceptance, 7B, corresponds to a 
plane of discs, and these susceptances are independent, i.e. there 
is no reactive coupling between adjacent ones, if the spacing b 


ay 
Fig. 3.—Equivalent circuit for array of discs. The transmission line 
has a,phase-change coefficient fo and a characteristic admittance Yo. 


exceeds 0:75a.9 A general formula for the refractive index o 
the array represented by the circuit of Fig. 3 has been derived 
and when the wavelength is much larger than the spacing 5), i 
reduces to 


Yo being the characteristic admittance of the transmission line 
Kock has pointed out that the permeability of an array of discs 
under the conditions being discussed, is the same as that of free 
space and so n? is equal to the relative permittivity, ¢,. 

The value of the shunt susceptance may be calculated in term 
of the electrostatic polarizability of the individual discs. It i 
sufficient to consider a single plane of discs, say that given bi 
z=0O. Ifa plane wave polarized so that its electric field i 
parallel to the x-axis, and travelling in the direction of the z-axis 
is incident upon this plane, then each disc will act as if ther 
were an oscillating dipole at its centre. The axis of the dipol 
is parallel to the incident electric field. The magnitude of th 
dipole moment, m, may be calculated in a way similar to tha 
used in the electrostatic analysis given in Sections 2 and 3, i.e 


i= a(E Se E,) (18 


where « is the polarizability. 


E, is the amplitude of the incident field at the origin. 
E, is the amplitude of the field at the origin, caused by th 
presence of the dipoles. 


Electrostatic formulae may be used in calculating the interactio1 
field E,, since the principal contribution to it arises from th 
dipoles, whose distance from the origin is of the order of a and 
therefore, small compared with the wavelength. For the sami 
reason, it is permissible to use the electrostatic value for th 
polarizability. The interaction field may be written 
E, = Cm (9 
Need > eee 
© Arte 903 », oo (r? + 52512 


- 


where (20 
The interaction field may be eliminated from eqns. (18) and (19) 
giving 

wt aEg 

Bad es os Gi 


It now remains to determine the relation between the sus 
ceptance, B, and the dipole moment, m. The oscillating dipole 
set up a reflection field of amplitude pp, where p is the reflec 
tion coefficient, and an evanescent field confined to the neigh 
bourhood of the plane z = 0. The complete field must satisf 
the inhomogeneous wave equation!? 


m (21 


2 
oth BP, (27 
€o 


92 2 >2 ; 

Gs ai oy2 a oz? +B \Es hi? 
where. 8 (which is equal to 277/Xo) is the free-space phase-chang 
coefficient. The quantity P,. on the right-hand side is the distr 
bution of dipole moment, directed parallel to the x-axis, and i 
zero everywhere except at the centre of each disc where there i 
concentrated a dipole of moment m. This is expressed mathe 
matically by the relation 


P,. = mo(z) x d(x — ra)d(y — sa) 


r,5=—0o 


(2: 
where 8(x), etc., are Dirac delta functions. 
The principal part of the electromagnetic field is 
E,, = Ey exp (— j8z) + pEy exp (j8z) ifz <0 2 
= E,(1 + p) exp (— j6z) ifz>0) °° ae 


TETRAGONAL ARRAYS OF PERFECTLY CONDUCTING THIN DISCS 41 


id the evanescent part has the period a in both x and y because 
' the same periodicity in P,. Integration of both sides of 
jn. (22) with respect to x and y for the range — a/2 to a/2 
each case therefore gives 


B2m8(z) 


€ 


E, o y) ; j 
| (sp +f )[exp (— j8z) + p exp (Bz)] = 
B2m8d(z) 


€o 


(25) 


2 
Eg(1 + p)(2 + B*) exp (— j82) = — 


further integration over a vanishingly small interval of z 
yntaining the origin is now performed. The only contribution 
n the left-hand side arises from the discontinuity in the 
srivative with respect to z at the origin, and so 


2jBpa°Ey = B?m|é<o 
a p = —j8m[2<9a*Ey = — jBu]2€ga2(1 — aC’) (26) 
he reflection coefficient is related to the susceptance by the 


rdinary transmission line formula, and since in the present case 
/ Yo is much less than unity, the approximation 


BIYo = 2ip (27) 
ay be used. Substitution of the results of eqns. (26) and (27) 
eqn. (17) gives 
Na 
€o(1 — aC’) 


e=1+ (28) 
nce 1/a*b is equal to N the number of elements per unit volume. 
he above formula is valid if there is no reactive coupling 
>tween successive susceptances and, therefore, certainly applies 
hen b exceeds 0:75a. 


(7.2) Evaluation. of the Double Series 
The series to be evaluated is 


Sa > a a 
r,S=— 0 (r? ar s2)512 
¢ dash signifying the exclusion of the term for which r and s 
e both zero. This series is absolutely convergent and may be 
immed in any order. It may therefore be written 


(29) 


eer —2 s 7,. (30) 
© S=1 


ses 
e terms for which s is zero being summed separately. The 
ct that the value of any term is unaltered if the sign of s is 
anged, is used to restrict the range over which the summation 
ith respect to s has to be performed. The partial sums 7, are 
fined by the equation 


oa) ore — g2 


ear 


r=—o (? = ee el 


his series can be summed approximately by using Poisson’s 
eorem!! which states that if F(w) is the Fourier cosine trans- 
rm of f(x), i.e. 


F@) = “| Gf _ cos uxdx 


en s £0 = Ven) Fo) 8) i, Fn | 


ra— 


(31) 


(32) 


(33) 


| the present case f(x) is taken as (2x? — s?)/(x? + s)5/2 and 
u) is found to be — +/(2/7)u?Ko(us), where K (us) is a modified 


Bessel function of the second kind. The value for F(O) must 
be interpreted as the limit of F(u) as u tends to zero and since 
K (us) is of the order of 1/u for small values of u, it follows 
that F(O) is zero. Hence from eqns. (31) and @3) 


T, =167? SY n’Ky(2n7s) . (34) 
n=1 


The series on the right of the above equation is very rapidly 
convergent, and although an exact expression for the sum has 
not been obtained, a sufficiently good approximate value is easily 
calculated. The modified Bessel function can be expressed as 
an infinite integral, namely 


ive) 


Ko(27ms) = | exp (— 2zns cosh ¢)dh (35) 


0 


This integral is substituted in the series, and the order in which 
the integration and the summation are performed is reversed, 
so that 


Ii te 1672 | yn? exp (— 2amns cosh + lap . (36) 
0 n= 

The series under the integral sign is a standard one, whose sum 
is known and so 


(oo) 


T, = 167° [Ed + BE)/( — E)3]d¢b (37) 
0 


where E = exp (— 27s cosh ¢) (38) 
Limits for the value of T, can be obtained from this integral. 
Since cosh ¢ exceeds unity for real values of ¢, E is never 
greater than Ey, which equals exp (— 277s) and is small compared 
with unity. A first approximation for 7, is therefore obtained 
by neglecting E compared with unity, giving 


re 16m? Ed 


I 


= 167?K)(271s) (39) 


ie. just the first term of the series. Since all terms of the series 
are positive, this must be a lower limit to the sum. An upper 
limit is obtained as follows: 

toe <i  Bo tl bt — By 


Hence, 


foe) oO 


| [Ed + B/G — BP db < | 
0 


0 


[EU + Ey)/(l — Eo)’ |dp 


(oa) 


< [+ 2 y/d ~8)'1/ Edb = [C1 + Eo)/(1 — Eo)* ]Ko(2718) 
0 


An upper limit for the sum of the series is therefore 


T, = 1601 + Ey)Ko(2z5)/(1 — Ep)? (40) 
The error which arises from replacing the series by its first 
term may be estimated from eqns. (39) and (40). The worst 
case is that for s equal to unity, and numerical calculation shows 
that the error is then not worse than 0:75%. It suffices then 
to take as the sum 7, the value given by eqn. (39). 


42 
Substitution of this in eqn. (30) gives 


= 4 > 1/r? — 327? p24 Ko(27) . 


r=1 


(41) 


The first series is a particular case of the Riemann zeta function, 
whose value is known. The second: series is very similar to 
that for T, and it may be summed approximately by the method 
which has just been described. The error in replacing the series 
by its first term is not greater than 0:2%. The sum S is there- 


i.e) 
fore given by 4 § 1/r? —327*K (27), and the error in replacing 
r=1 
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the double series in eqn. (30) by a single term does not exceed 
1%. Substitution of numerical values gives 


4 > i/r? = 4-804 (Ref. 12) 
r=1 


2 ¥ T, = 320’K,(2m) (0, +1% 
s=1 
= 0:283 (—0, -+-0-003) 
S = 4-521 (+0, —0-003) 


The error in the final expression for S' is less than 0-1°%, which 
is more than adequate for a comparison with the experimental 
results. 


DISCUSSION ON . 
“THE EFFECT OF IRRADIATION ON THE CALIBRATION OF 


2CM-DIAMETER 


Messrs. E. A. Smith and D. E. S. Hill (communicated): We 
have recently had cause to use a 2cm sphere-gap for the measure- 


ment of the peak value of 1/5 negative impulse voltage waves . 


up to 30kV. Relying solely upon the irradiation derived from 
the gaps of the impulse generator, which in the case of larger- 
diameter spheres had always been found adequate, very variable 
results were obtained. It was therefore decided to use a more 
intense irradiation, and a commercial ultra-violet lamp which 
was readily available was employed. 

The 2cm-diameter steel spheres were positioned 40cm from 
the quartz tube of the lamp and screened from external irradia- 
tion. The calibration (50% values) was then carried out by 
means of a single-stage impulse generator, the efficiency of 
which was calculated and then checked oscillographically. The 
impulse-generator charging voltage was measured to an accuracy 
of 1% by a microammeter connected in series with a high- 
stability resistor. 

_ The results of the calibration are compared in Table A with 
the 50% impulse breakdown voltages (1-Omg radium) given in 
Table 2 of the paper. 

It is of interest to note that for gap lengths of from 0-6 to 
0-8cm the impulse breakdown voltages with ultra-violet irra- 
diation are within 1°% of those given for irradiation with 1-Omg 
radium, and this difference could be attributed to experimental 
error. For gap lengths of from 0-2 to 0:5cm the impulse break- 
down voltages with ultra-violet irradiation are somewhat higher 
—and for gap lengths below 0:2cm somewhat lower—than 
those with 1-Omg radium irradiation. 

Dr. D. R. Hardy and Mr. T. E. Broadbent (in reply): It is not 
considered good practice to irradiate sphere gaps used for 
voltage measurement with the ultra-violet radiations obtained 
from an impulse-generator spark-gap. The breakdown voltage 
of a given spark-gap is known to depend on the intensity and 
spectral distribution of the ultra-violet radiations, which are not 
easily controlled unless a lamp of a type apparently used by 
Messrs. Smith and Hill is employed. Contrary to their 
experience, we consider it more usual to find such a lamp less 
effective as a source of irradiation than impulse-generator spark- 


* Paper by D. R. Harpy and T. E. BRoADBENT (see 1954, 101, Part II, p. 438). 


SPHERE-GAPS’’* 
Table A 


IMPULSE-VOLTAGE CALIBRATION OF 2CM-DIAMETER SPHERE-GAPS 


50% impulse breakdown voltage 


1-0mm radium 
irradiation 
(Hardy and Broadbent) 


Ultra-violet 
irradiation 
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m 
0-1 
0-1 
0:2 
0-3 
0:4 
0:5 
0-6 
Weg) 
0:8 
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(Corrected to 20°C and 760mm Hg.) 


* By interpolation. | 


gaps, although in their case the spark may have been weak 
and the distances large. 

Experiments made in the laboratories with which we are 
associated show results which more or less agree with those of 
Messrs. Smith and Hill for an irradiation which produces a. 
total gap current of about 3 x 10~14amp. The fraction of this 
current which is effective in initiating breakdown has not yet 
been determined. It may be of interest to note that variations 

in breakdown voltage in excess of 10% were obtained over a 
wide range of gap lengths as the total photo-current was increased 
from 5 x 10~15amp to about 10~12amp. 

The fact that the results given by Messrs. Smith and Hill 
agree in part with those of Table 2 is, perhaps, a coincidence, and 
had more or less intense irradiation been employed the agreement) 
might not have been so good. Great care should be exercised 
when comparing values of breakdown voltage for gaps of 0-2cm, 
and less when ultra-violet irradiation is used, because of the 
reduction in the value of photo-current due to the small angle 
incidence with the surface of the sphere. 
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| SUMMARY 


/ Widespread v.h.f. continuous signal-strength measurements made in 
‘opical and Mediterranean regions over the last four years have 
lemplied and thrown into relief many of the well-known mechanisms 
{ tropospheric propagation. Although these mechanisms are broadly 
[oa to many engineers and physicists, the practical magnitudes, 
‘| exemplified throughout the paper, are perhaps less widely appre- 
‘ated despite their great importance to the communication engineer. 
It is the purpose of the paper to present and analyse new v.h.f. data 
‘om the sources indicated, so as to show (a) that observed v.h.f. signal 
‘atterns are consistent with tropospheric structures known commonly 
» occur, and (4) that sufficient information is now available to enable 
ie communication engineer to forecast to a useful accuracy the 
atistical behaviour of projected y.h.f. radio paths in certain parts of 
e world. 

i 


(1) INTRODUCTION 

| The influence of the troposphere on the propagation of very 
nort radio waves has been recognized for a long time. As early 
i 1933 Schelleng, Burrows and Ferrell! introduced the con- 
ption of the effective earth radius to represent the influence of 
ne atmospheric refractive-index gradient. Later, theoretical 
forkers, including Eckersley and Millington,2 Domb and 
tyce,? described modifications to their parameters which 
dapted their formulae to include the effect of refraction. It was 
ot until 1938, however, that Englund, Crawford and Mumford* 
fact measured y.h.f. signal strengths with atmospheric 


2fractive-index gradients computed from meteorological data, 
nd at the same time successfully explained long-range v.h. f. 
opagation in terms of reflections from an elevated atmospheric 
yer. The greatly expanded applications of very high frequencies 

3 g the war revealed anomalous features of propagation which 
ve a great impetus to radio-meteorology. The phenomena 
trapping and scattering, for example, were investigated 
eoretically by Booker» and Megaw,’ who obtained results 
hich were consistent both with controlled tests and a mass of 

ational radar observations. 

_ Meanwhile the exacting demands of the radio-meteorologist 
romoted more detailed meteorological investigations of atmo- 
vheric stratification, particularly near the ground. Méeasure- 
rents made in the Mediterranean in 1922 by Sir Nelson Johnson 
vere found by Appleton® to imply an unexpectedly steep negative 
>fractive-index gradient near the sea surface, thus explaining the 
apping of centimetric waves observed in that region during the 
yar. Widespread meteorological soundings collated after the 
var by Booker, Sheppard,? Durst!® and Saxton,!! coupled with 
te results of the 1927 American expedition on the S.S. Meteor,!2 
ave provided much useful material for the radio-meteorologist. 
In an analysis of long-range measurements on British v.h.f. 
fations, Saxton!! has correlated trends in received signal- 
irength with average refractive-index gradients and the occur- 
ence of elevated layers. Owing to the difficulty of obtaining 
dequate meteorological information for the great volume of 
tmosphere involved in v.h.f. propagation, attempts by many 
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workers at detailed correlation have met with only limited 
success. The advent of the cavity refractometer,! with its ability 
to measure minute and rapid deviations in atmospheric refractive 
index, promises increasing success in this field. 

As our knowledge of atmospheric fine-structure becomes 
increasingly compiehensive and topical, the incalculable com- 
ponents of signal variations will, in the absence of mathematical 
and computational limitations, become progressively reduced 
until, in the limit, a perfectly random residue!* only is left. 
While, from the scientific aspect, the analysis of signal behaviour 
in the finest detail compatible with available techniques is often 
of great value, the communication engineer will continue, rightly, 
to predict the performance of his circuits on the best available 
statistics. He will, however, rely on the radio-meteorologist for 
the solution of special problems leading to improvements in the 
efficiency of radiocommunication. It is the purpose of the 
present paper to show the ultimate value to the engineer of both 
these methods of approach as applied to v.h.f. communication 
problems. 

The paper is based on about 15000 hours of v.h.f. signal- 
strength records of controlled low-power v.h.f. transmissions 
made in many parts of the world during the last four years. 
More than 100 paths, mostly in the tropics, have been surveyed, 
and a great variety of topographical and tropospheric conditions 
has provided valuable material for the study of v.h.f. propagation. 

The information extracted from these records is of two kinds. 
First, there is statistical information useful to the communica- 
tion engineer, e.g. the range of fading likely to be encountered 
over a radio path in a specific region. Secondly, there is the 
more fundamental information on tropospheric propagation 
mechanisms revealed by a detailed analysis of small sections of 
record. This kind of understanding is essential if improvements 
in v.h.f. communication are to continue. 

Physical aspects of v.h.f. tropospheric propagation are treated 
in Section 2, where recorded v.h.f. signal patterns are analysed 
with reference to idealized conditions approximating to those 
commonly observed in meteorology. Variations in effective 
earth-radius factor are deduced, and it has been found possible 
in some cases to separate the effects of elevated reflecting layers, 
while at the same time deducing their approximate structure. 
No suitably located meteorological measurements were available 
for checking these radio-deduced tropospheric reconstructions, 
but they are all plausible. While the results are inevitably 
approximate, they demonstrate that the frequently observed large 
departures from ‘“‘standard”’ propagation conditions are quite 
compatible with the tropospheric structures known to meteorology. 

While the radio-meteorological information in Section 2 is by 
no means complete, it is hoped that it will guide communication 
engineers in forecasting the general behaviour of projected routes 
in tropical and Mediterranean regions for which little radio and 
tropospheric infoimation was hitherto available. 

Section 3 surveys the broad features of the v.h.f. signal records 
from an engineering viewpoint. Typical signal patterns are dis- 
cussed, and a connection is established between the median 
attenuation of a path and its propensity to fading under specific 
climatic conditions. Charts are included giving very approxi- 
mately the probable fading range of tropical v.h.f. paths in terms 
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of their median path-attenuation, and it is shown that sea paths 
have a greater tendency to fading than land paths of equal median 
attenuation. From these charts, in conjunction with knowledge 
of the average effective earth-radius factor for the region, it is 
possible to forecast approximately the probable fading range of 
paths whose geometry is sufficiently simple to allow approximate 
computation of the path attenuation in vacuo. 


(1.1) Instrumental Details, Conventions Adopted and Definitions 
of Terms 


To assist in the appraisal of the results, a very brief description 
follows of the v.h.f. signal-strength measuring equipment used in 
all but three of the tests discussed. 

A crystal-controlled c.w. transmitter gives a continuously 
monitored output of 2-3 watts into a horizontal Yagi aerial 
having a gain of 8dB relative to a half-wave dipole. At the 
receiving terminal a similar aerial system feeds a crystal- 
controlled superheterodyne receiver of 70-ohm input impedance, 
giving an output current approximately proportional to the input 
signal expressed in decibels above one microvolt. An associated 
recording microammeter caters for input signals ranging from 
0-70dB/uV. Signals can be sampled at 2- or 1-min intervals and 
are recorded in the form of a row of dots on a slowly moving 
paper chart controlled by a clock. The time between sampling is 
occupied in recording the receiver gain while injecting a known 
signal level from an associated stabilized signal-generator. The 
virtually continuous monitoring of receiver gain and transmitter 
power ensures that the signal recordings, after applying the 
requisite corrections, reflect true variations in path behaviour. 
The equipment comprises two types covering the respective bands 
80-100 Mc/s and 150-180 Mc/s approximately. 

For the Lake Victoria tests (Section 2.2.4) prototype equip- 
ment giving a transmitted power of about 8 watts was used. It 
utilized the same principles as the later equipment described 
above. The Israel—-Cyprus test (Section 2.2.1) utilized a 200-watt 
c.w. transmitter on 77-47Mc/s, in conjunction with standard 
receiving equipment described above. The simultaneous 174-Mc/s 
test utilized standard equipment at both terminals. 

In discussing the records produced by this equipment the 
interest is often centred on signal variations rather than on 
absolute values, and therefore little mention is made of instru- 
mental details such as transmitted power, feeder losses and aerial 
gains. However, where concise engineering information is of 
value, these experimental constants are conveniently merged with 
the received signal level in the path attenuation between half- 
wave dipoles (usually abbreviated to path attenuation). 

Imagining idealized loss-free half-wave dipoles terminating 
the transmission path, path attenuation is defined as 


10 log;oP/p decibels 


where P is the power to the transmitting dipole and p is the power 
to a matched receiver fed by the receiving dipole. 

When required, the path attenuation is derivable from a 
measured level S decibels above one microvolt by subtracting 


Table 1 


Instrumental conditions Path attenuation 


‘Standard equipment used in all but three tests .. 
Israel-Cyprus test on 77°47 Mc/s using high-power 


transmitter 

Lake Victoria tests mane Pee be oat 
7] Mc/s 
169 Mc/s 
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the measured figure from a constant which depends on thi 
receiver input impedance and the effective radiated power, wheri 
this power includes the effect of aerial gains and feeder losses a 
both terminals. Table 1 gives the approximate conversion factor: 
for three relevant instrumental conditions. 

Discussion of tropospheric propagation involves frequent us¢ 
of the radio-meteorological terms defined below: 


n = Atmospheric refractive-index at.a height h above the 
earth. 


2 = Refractive-index gradient. 
= True earth radius (3 960 miles, or 6 370km). 
R,, = Effective or modified earth-radius 


1 
~ dn 1 
hae 
M = Atmospheric refractive modulus at a height h above the 
earth 
== 10° (n —1+ a 
Ro 
Mp) = value of M at ground level. 
dM ; ; : 
Page Refractive modulus ial or M-gradient 
= 10°(5 ai +) =3 R: 
k = Effective earth-radius factor 
gee ia 
Ro dM 
Ro 


As we are concerned with changes of m and M rather than thei 
absolute values, we shall be dealing throughout mainly with the 
quantities dn{dh, dM/dh and k, and a brief mention of the 
probable ranges of these variables will not be out of place. As is 
usual we shall specify dn/dh and dM/dh in the metric system, bul 
the British system is retained for all heights and distances. 

Meteorological measurements show, and radio measurements 
broadly confirm, that normally we shall be concerned with value: 
of dn/dh ranging from about zero (indicative of marked sub 
refraction) to about —3 x 10° per metre, indicative of an intense 
duct. This implies M-gradients ranging from about 0-16 te 
—2-8 M-units/metre, and values of & ranging from 1 througt 
infinity to about —0-055. It should be noted that, by definition 
a duct implies a negative M-gradient, from which it follows tha 
dn|dh in a duct must exceed —0-157 x 10° per metre. 


(2) SOME PHYSICAL ASPECTS OF V.H.F. PROPAGATION 


(2.1) Idealized Mechanisms of Tropospheric Propagation — 


The M-profiles of Fig. 1 represent in idealized form the basi 
tropospheric conditions governing y.h.f. propagation. Con 


; 
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Fig. 1.—Basic idealized M-profiles. 
——w—w— Heights of terminals, 
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dition (a) is dominant in temperate regions, while condition () 
will often be the controlling factor over desert terrain and in some 
tropical and sub-tropical regions, both coastal and inland. 
Piopagation within these types of troposphere has been investi- 
gated theoretically and experimentally by many workers,*:>:8.!! 
_and it will suffice here to describe briefly the application of these 
“established methods to the analysis of v.h.f. signal-strength 
records summarized in the paper. 

| Considering first Fig. 1(a), the radio terminals lie within a 
surface stratum AB whose M-gradient is approximately constant 
with height but changes slowly with time. Fundamentally the 
received signal is controlled by the path geometry and this 
_M-gradient, but relatively rapid interference effects will, in 
general, be superimposed on this basic signal trend by partial 
jieflection at the elevated discontinuity BC. When BC is of 
sufficient magnitude, its presence is manifest by fading. By 
| smoothing out such fades on a v.h.f. signal-strength record, we 
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knowledge of the modulus of the coefficient will help to forecast 
general fading behaviour. To indicate the magnitudes likely to 
be involved in v.h.f. propagation, Fig. 4 shows curves of tropo- 
spheric reflection coefficient |p| versus the ray-grazing angle 0 
for suitably idealized layers 36 wavelengths thick, for probable 
values of An, the total change of refractive index across the layer. 
The curves are derived from charts of tropospheric reflection 
coefficients due to Millington.!© The most significant feature of 
the curves is the onset of total internal reflection for grazing angles 
below a critical value. These angles are often approached in 
practice, and the consequent stiong-layer reflections can produce 
deep fading. The variation of layer reflection coefficients with 
distance, and their connection with fading statistics, are discussed 
in Section 3.4. 

The lack of adequate meteorological measurements along the 
paths subjected to radio tests has prompted attempts to recon- 
struct from the radio results the approximate state of the tropo- 
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Fig. 2.—Correlated simultaneous signal records. 
—-—-—— Smoothed curves, 


‘are left with a signal trend which is a fair reflection of the M- 
gradient, and implicitly of the effective earth-radius factor k, 
appropriate to the stiatum AB. Fig. 2 shows an example of the 
smoothing process applied to a section of record received over a 
200-mile non-optical path between Israel and Cyprus. In this 
case, simultaneous recording on two frequencies enabled the 
influence of elevated reflecting layers to be discounted with con- 
siderable accuracy, since some uncertainties in the process could 
_be eliminated by ensuring good correlation between the two 
| smoothed signal-patterns. 


Knowledge of the most probable values and range of k, 
| Sao over the lower regions of the troposphere, is of con- 
siderable importance in planning v.h.f. systems. This informa- 
tion can be extracted from the smoothed signal-strength records 
by applying them to a curve of theoretical signal-strength 
calculated in terms of & for the path in question. Such curves, 
calculated for convenience in terms of path attenuation rather 
than signal strength, are shown in Fig. 3, plotted for the above- 
mentioned Israel-Cyprus path for the two test frequencies. 

The depth of fading over a v.h.f. path, which is, of course, of 
paramount interest to the communication engineer, is controlled 
by the relative amplitudes of the ‘‘orthodox” signal governed 
by & and the signal reflected from the elevated layer BC [Fig. 1(a)]. 
Various workers!5-!6 have idealized layers of this type in mathe- 
‘matically tractable ways for computing the modulus and phase 

of the reflection coefficient of the layer. The communication 
engineer is mainly concerned with the modulus, because the 
phase, being extremely sensitive to the layer characteristics, is for 
practical purposes indeterminate. Thus, while the exact time of 
occurrence of fades will always be unpredictable, an approximate 
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Fig. 3.—Israel-Cyprus path: theoretical variation of path attenuation 
with & for the two test frequencies. 
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Fig. 4.—Theoretical variation of reflection coefficient with grazing 
angle for elevated layers 36A thick. 
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sphere during the tests. Measurement of the depth of selected 
fades, and the signal strength immediately before or after the 
fade, has enabled some tropospheric reflection coefficients to be 
estimated (Section 2.3), which in turn have in some cases yielded 
information on the probable heights of layers responsible for the 
reflections (Section 2.4). 

The M-curve of Fig. 1(6), where the terminals lie within a 
surface duct, will now be considered. Strictly, propagation 
within the layer BC should be treated by the mode theory of 
Booker,!7 applying appropriate boundary conditions, but for the 
relatively short ranges involved in the present paper, a two-ray 
theory taking no cognizance of the boundary C gives a fairly 
satisfactory explanation of the observed signal patterns. By 
considering propagation over an effectively concave earth of 
suitable radius (k negative) we can, with certain well-known 
reservations, retain the straight-ray conception. Thus if the slope 
of BC changes with time, the varying concavity of the effective 
earth will cause phase changes between ground-teflected and direct 
waves. On sufficiently short waves this can cause marked fading 
interspersed with abnormally strong signals approaching or 
reaching twice the free-space value. The recording of such signal 
patterns has enabled estimates to be made of the M-gradients 
within the surface ducts responsible for the effect (Section 2.2.2). 
The phenomenon is quite distinct from trapping,'7 which occurs 
extremely rarely in the v.h.f. band. 


(2.2) The Estimation of k Variations over Paths of Simple Shape 


The principles of Section 2.1 have been applied to an analysis 
of continuous signal records taken over numerous paths where 
attenuations in terms of k are calculable with reasonable precision. 
The path-attenuation calculations, which will not be described 
in detail, involve two basic principles: 


(a) Ray methods well within the visual range, after suitably 
distorting the path profile to allow for the relevant value of k. 
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Fig. 5.—Path profile for Israel-Cyprus tests. 
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(6) The use of the propagation curves of Eckersley and Millington2 
for near-grazing and non-optical paths, after suitable modification 
of terminal heights and distances to allow for k, and in some cases 
to allow also for the fact that the path profile had an average radius 
of curvature differing appreciably from the earth’s. 

Except for values of k deduced from very extensive signal 
recordings over the accurately computable Israel—Cyprus path, 
the k-variations quoted in this Section are not necessarily typical 
of the regions involved, because they are based on only about 
150 hours of record in each case, with no opportunity for choice 
of weather conditions. All the paths ate in the tropics, and it is 
thought that the figures quoted, even if sometimes untypical, are 
of scientific and engineering interest. In cases where negative 
values of k occurred (indicative of a duct), the implicit values of 
dM|dh and dn/dh have been tabulated for meteorological interest. 

In the discussion following, we shall adopt the terms “‘orthodox 
signal” and “orthodox path attenuation’’! to those quantities 
relevant to propagation in a troposphere of uniform M-gradient, 
which as previously explained, are obtainable from the signal 
records after elimination of interference effects from elevated 
reflecting layers. These orthodox values are then applied to the 
direct determination of k. 


(2.2.1) The Israel-Cyprus Path. 

This very long non-optical sea path is worth detailed study in 
that ‘transmissions on two frequencies were recorded for more 
than 2400 hours each, covering the period May—November, 
1951, and involving interesting seasonal changes. 

C.W. transmitted powers on the two test frequencies of 77-47 
and 174Mc/s weie about 200 watts and 3 watts respectively, and 
Yagi aerials with a gain of 8dB relative to a half-wave dipole 
were used at each terminal. Polarization was horizontal. 

The path profile is given on Fig. 5. Fig. 6 shows a sample of 
hourly mean signal-levels on the two test frequencies, and for 
added interest a scale of k in terms of the 77-47-Mc/s signal is 
appended. The 174-Mc/s plot may suffer from inaccuracies due 
to the occasional disappearance of this signal below noise because 
of the low transmitted power, but correlation with the 77: 47-Mc/s 
plot is good, showing that the charts reflect trends in refraction 
fairly accurately. 

To obtain the variations in & listed in Table 2, orthodox 
path-attenuations were extracted from the original records by 
smoothing the variations as already described (Section 2.1) and 
the values referred to the appropriate curve of theoretical path- 
attenuation versus k on Fig. 3. Owing to the sometimes pro- 
longed disappearance of the 174-Mc/s signal during the autumn, 
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Fig. 6.—Israel—Cyprus path: simultaneous hourly mean signal strengths. 
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whose steadiness testifies to a marked absence of tropospheric 
layering, often starts very abruptly between 0800 and 1000 


Bohne senea ceumereetiod hours, local time, as is strikingly illustrated by the signal record 
| reproduced in Fig. 8. During early afternoon a steady increase 
| 77-47Mc/s | 174Mc/s |77-47Mc/s | 174Mes in k usually sets in, culminating in very high (and sometimes 
} even negative) values from about 2000 hours onwards. 
agian — ortiiodox | 120dB 118dB 120dB 122dB During the night we have the situation already discussed 
| path attenuation (Section 2.1) in which negative or large positive values of k 
| Median orthodox path | 139dB 146dB 149dB 153dB indicate the development of a strongly refracting layer comprising 
. attenuation incIni h fs face 
I Wiesenum orthodox | 1634B Signal 163dB wii a surface duct or some incipient state thereo uch sur 
Puasa F conditions are, of course, familiar in meteorology, and are 
| | path attenuation below below ; 

noise noise promoted by the nocturnal cooling of heated land to a clear sky. 
Maximum k .. Hh 2-0 or 2-0 2-0 The low-level temperature inversion thereby produced is some- 
Median k a Be 1-41 1:44 1°21 hese) times assisted by a humidity lapse, the combined influences 
Minimum k ue 1:0 -, 1:0 Fi conspiring to produce a strong lapse in refractive index often 
sufficient to form a duct which is later swept away by morning 
tests on this frequency yielded less reliable values of kK than those convection. 
on 77-47 Mce/s. The M-curves of Fig. 9 broadly typify the cycle of diurnal 
_ The analysis has been divided into a summer period (May— tropospheric changes consistent with the signal patterns of Fig. 7. 
August inclusive) and an autumn period (September-November Local meteorological data are unfortunately not available in 
inclusive). It is seen that on the average there is sufficient adequate detail, but the radio behaviour and deduced meteoro- 
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| Fig. 7.—West African land paths: hourly signal range charts and profiles, 
(a) Lagos-Ipara (Nigeria), 174Mc/s. 
(b) Abuo—Prang (Gold Coast), 180 Mc/s. 
(c) Salaga—Prang (Gold Coast), 180Mc/s. 
—-— Free-space signals. 
reduction of k during the autumn to increase the median path- sO 
attenuation on 77:47 Mc/s by about 10dB. Further statistics of 5 40 
k-vyariations over this route are given in Section 3. S| 30 
$3 20 
(2.2.2) West African Land Paths. ye 10 
More than 40 land paths have been examined in Nigeria and Sa Seen 
the Gold Coast, and many of them have exhibited strongly easel Seen COO CeOOT SOOT Se OO 


marked diurnal signal variations, usually characterized by steady 
daytime signals consistent with an approximately “standard” 
value of k, and very disturbed nocturnal signals attaining 
abnormally high values, and frequently interspersed with deep 
fades. 

Fig. 7 shows hourly signal ranges and profiles for three land- 
paths in Nigeria and the Gold Coast exhibiting the effect in a 
remarkable degree. The extent of the vertical bars shows the 
maximum and minimum signal strength recorded during any 
hour. It is noteworthy that the period of orthodox propagation, 


LOCAL TIME, HOURS 
Fig. 8.—Sharp transition from a nocturnal super-refracting to a 
daytime orthodox condition. 
Salaga—Prang (Gold Coast), 180Mc/s, 12th December, 1952. 


logical structures are analogous with radar performances and 
surface meteorology over the Bay of Bengal, details of which have 
been collated by Durst.!° From October to March, 1943, 
200-Mc/s radar sets in Bengal, looking over the damp Ganges 
delta, experienced inland nocturnal super-refraction for at least 
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Fig. 9.—Idealized diurnal tropospheric changes implied by West 
African measurements. 


GOUGH: SOME FEATURES OF V.H.F. TROPOSPHERIC PROPAGATION 


level, and we must therefore look elsewhere for an explanation 
of these fades. They probably stem from some interference effect 
not considered, due for example to an abrupt change in refractive- 
index gradient at the top of the duct. We shall therefore ignore 
these fades from the computational aspect, and calculate on the 
firmer basis of constructive interference revealed by the occasional 
presence of signals of about twice the free-space value, with the 
reservation that the refractive-index gradients so deduced may 
have been somewhat exceeded. 

Table 3 gives for the paths (a), (b) and (c) (see Fig. 7) the values 


Table 3 


Aerial heights 


above ground Frequency 


Distance 


dn 


Fi Remarks 


Mc/s 
174 


miles 


44 
39 180 


38 180 


24 nights a month. Durst!° quotes the case of a radar equipment 
whose daytime range of 30-40 miles increased after sunset 
(March, 1944) to 200 miles. This anomalous range persisted 
until about 1000 hours next morning. 

It is interesting to calculate from the records of Fig. 7 the 
value of the nocturnal refractive-index gradient, on the assump- 
tion that it was constant up to a height exceeding that of the 
terminals. It is at once noticed that in all three cases a few days’ 
record has yielded a maximum signal significantly exceeding the 
free-space value marked on the record, which itself is usually 
about 20dB above the steady daytime level. Within the limits 
of experimental accuracy, the maximum recorded signals are 
symptomatic of constructive interference between a direct and 
a ground-reflected wave of comparable ‘amplitude, a situation 
only possible in the cases considered when the earth is effectively 
concave. We therefore know from the outset that, during these 
periods of exceptional signal, the terminals were lying within a 
surface duct (k negative). Meteorological measurements show 
that such ducts are rarely more than 500ft thick, and to ensure, 
therefore, that the ray paths are confined to a medium of fairly 


constant M-gradient, we should avoid terminals rising excessively - 


and abruptly above the general ground level if we are to come to 
valid conclusions about the structure of surface ducts. Although 
undulating, the three paths considered probably meet this 
requirement, it being remembered that surface ducts tend to 
follow small ground irregularities. Further, the results obtained 
to some extent justify the assumptions of the method. 

The observed signal maxima imply that super-refraction 
occasionally equalled or exceeded the value needed to bring direct 
_and ground-reflected waves into phase. It can be shown that an 
increase in refractive-index gradient of about a further 40% will 
bring the waves out of phase and cause a fade. The records 
indeed show deep fades associated with high nocturnal signal 
levels, but the theory that the above mechanism is responsible 
breaks down in most instances when the signal patterns are 
considered in detail. 

Remembering that the intensified super-refraction needed to 
produce a fade by this mechanism must eventually die away, 
and in so doing pass through the state of constructive inter- 
ference, we would expect every fade of this sort to be followed 
sooner or later by a signal approaching twice the free-space value. 
Fig. 7 demonstrates, however, that most of the recoveries from 
numerous nocturnal fades fail to reach the requisite very high 
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of k (always negative) needed to bring direct and ground- 
reflected waves into phase. The meteorological quantities listed 
are of course implicit in k. For added interest, steady daytime 
values of k are included. | 
Some comprehensive measurements made over the Arizona 
desert by Day and Trolese!® form an interesting parallel with the 
present observations. Simultaneous v.hf., u.h.f. and s.h.f. 
measurements showed varying degrees of nocturnal signal 
enhancement between the hours of 1800 and 0900. Concurrent 
low-level meteorological soundings showed: 
(a) Daytime values of k of about 1:2. 
(b) Transitions between sub-standard and super-refracting surface 
conditions at about the times mentioned above. 


(c) Nocturnal surface ducts extending to 150-200ft and having 
maximum M-gradients of about —0:15/m. 


Comparison with Table 3 shows the Arizona ducts to be much 
weaker than those deduced for West Africa. This is confirmed by 
Day and Trolese’s test!8 on 170Mc/s (over a comparable path), 
which shows a much smaller nocturnal signal increase than the 
present measurements on virtually the same frequency. . 

It is of some interest to compare the characteristics of the 
intense West African ducts with the available world-wide data 
on tropospheric layers.!9»2919 Jt is found that layers can have 
refractive-index gradients as high as —3 x 10—°/m, which is 
much in excess of the West African values (Table 3). The total 
refractive index change across a layer seldom exceeds 6 x 10-5, 
which places a probable limit of about 200ft on the thickness of 
the ducts investigated. Fig. 10 shows a synthetic M-profile for 
path (a) (Fig. 7) based on the foregoing reasoning. 

From the meteorological viewpoint the conditions deduced 
are quite possible during combinations of a marked temperature 
inversion with a strong humidity lapse near the ground. Sucha 
conjunction is far more likely in the tropics than in temperate 
zones because the high nocturnal temperatures in the tropics 
(usually between 70° and 80°F during the tests) allow a greatly 
increased humidity lapse rate to develop. Weather observations 
made during periods of high nocturnal signal usually conformed 
to this situation; e.g. clear skies, little wind, often followed by 
morning mist. 

It is interesting to compute, from the aspect of possible long- 
range interference with common-frequency working, the lowest 
frequency which can be trapped within the deduced ducts listed 
in Table 3. Taking the values of the duct thickness d and the 
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g. 10.—Synthetic M-profile consistent with the high nocturnal signals 
of Fig. 7(a). 


-deficit AM given by Fig. 10, it can be shown!’ that trapping 
this duct is impossible on frequencies below about 350 Mc/s. 
‘is noteworthy that in Bengal and elsewhere during the war, 
1omalous ranges were often obtained from radar equipments 
1 frequencies as low as 200 Mc/s. 


.2.3) West African Coastal Path. 


Fig. 11 shows a chart of hourly signal ranges and the profile 
r an easily computable sea path across a well-indented bay in 
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g. 11.—Cape Coast-Takoradi (Gold Coast) path: hourly signal 
ranges on 180 Mc/s, and path profile. 


e Gold Coast. This path, between Cape Coast and Takoradi, 
ypears to be quite free of the diurnal land influences analysed 
Section 2.2.2. 
The record indicates a minimum value of k approaching unity. 
| some periods k-variations are obscured by fades attributable 
elevated layer reflections (Sections 2.3 and 2.4). We shall 
mcern ourselves here only with the peak-signal period occurring 
noon on one day and identified as a duct in Fig. 11. A scale 
owing k = 1, k = 4/3 and k = co (the duct limit) has been 
ded to the chart, and Table 4 gives the maximum meteoro- 
gical values computed for the duct. 
The figures indicate a rather weak duct, which it is interesting 
compare with a representative coastal sounding made in this 
zion in 1927 on the S.S. Meteor! during a meteorological 
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Fig. 12.—M-profile from 8.8. Meteor sounding No. 182. 


survey in the Atlantic. Fig. 12, representing Meteor sounding 
182, shows a more intense duct than that implied by the present 
radio measurements, but it illustrates a kindred condition. 


(2.2.4) Paths over Lake Victoria. 


In 1951 and 1952 tests were made on a 51-mile optical path 
over Lake Victoria, East Africa (Fig. 13), which exhibited 
destructive interference between direct and water-reflected waves 
whenever k passed through a critical value. 
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13.—Gemba-Sigulu (Lake Victoria) path: simultaneous signal 


77 Mc/s. 
169 Mc/s. 


Fig. 


When variations in k cause a modification in the effective 
earth radius, the effective terminal heights for an optical path 
are altered and may thus bring waves travelling the direct and 
ground-reflected paths into phase opposition, with consequent 
fading. This only happens when the effective path difference is 
any multiple of a wavelength. For most optical paths subject to 
normal variations in k (1 to 2, say), the path difference is less 
than A in the v.h.f. range, and fading due to this cause is thus 
rare. For the path in question, however, the terminals were 
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sited very high above the good reflecting surface of the lake, and 
this type of fading often occurred on one of the test frequencies. 

In May, 1951, simultaneous tests were made on 77 Mc/s and 
169 Mc/s, using powers of about 8 watts and horizontal Yagi 
aerials. Fig. 14 shows the theoretical relationship-between k and 
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Fig. 14—Gemba-Sigulu path: theoretical variation of signal strength 
with k for the two test frequencies. 


77 Mc/s. 
169 Me/s. 


the received signal computed for the two transmissions. The 
calculation assumes a reflection coefficient of —1 for horizontally 
polarized waves at grazing incidence to water, and neglects the 
effect of ray divergence at a curved surface. The higher frequency 
is seen to suffer cancellation whenever k passes through 1-46, 
while the lower frequency is insensitive to variations in k. 

These expectations are borne out by Fig. 13, which shows a 
short signal record of the two transmissions. As expected, the 
higher frequency suffers deep fading while the lower frequency is 
relatively immune. The test was repeated in April of the following 
year on the higher frequency only, with similar results. We 
conclude, therefore, that k frequently reached or exceeded 1-46, 
but the actual excess cannot be determined. As the weather was 
often turbulent during the tests, it is probable that high values 
were not reached. Table 5 includes details of the test. 


Table 5 


Path length 
over lake 


Aerial heights 


Minimum 
above lake k 


Frequency megs 


thiles ft 
51 700 
1 800 


Mc/s 
169 


(optical) 
92 740 Gh 


(non-optical) 1 800 169 


if 


The fading exemplified here can be eradicated in the v.h.f. 
range (for normal variations in k) by lowering the terminal 
heights or reducing the operating frequency. When these 
measures are impossible, the depth of fading can theoretically be 
reduced by the use of vertical polarization, because the reflection 
coefficient for water, even near grazing incidence, is then sig- 
nificantly less than unity owing to the very small pseudo- 
Brewster angle in the v.h.f. range. This fact was overlooked at 
the time of the tests, in which horizontal polarization was used. 
For horizontal polarization the depth of fading should be 
governed mainly by a divergence factor appropriate to the 
effective earth-radius producing the fades. Possibly because of 
partial reflection from elevated layers, the observed depth of 
fading often considerably exceeded the theoretical figure.. , 

Further tests in April, 1951, were made on an adjacent 92-mile 
non-optical path, again substantially confined to Lake Victoria. 
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In this case the expected signals on two test frequencies were 
computed in terms of k, using the propagation curves of Eckersley 
and Millington? as mentioned in Section 2.2. Variations in k 
were then deduced in the way already described, from a 9-day 
simultaneous recording on 77Mc/s and 169Mc/s. Table § 
includes details of the test. : 

The discrepancy in the maximum values of k for the longer 
path is due in part to the steepness of the curve of signal versus k 
in this region. The relatively small range of k is consistent with 
the figures obtained from the adjacent optical path previously 
discussed, and is attributable to the atmospheric turbulence often 
occurring in this upland region. 


(2.3) The Measurement of Tropospheric Reflection Coefficients 
from Recorded Fades 


Over most v.h.f. paths, fading is attributable to partial can: 
cellation of the orthodox signal by a signal partially reflected 
from an elevated atmospheric discontinuity, typified by Fig. 1(a), 
This fact has enabled estimates of tropospheric reflectior 
coefficients to be made from analysis of recorded fades in 
simple cases. 

For a fade of appreciable depth, orthodox and tropospherically 
reflected waves are, of course, nearly equal in amplitude (pre. 
suming phase opposition), and hence knowledge of orthodox 
signal amplitude determines that of the tropospheric signal. 
When this signal is mainly attributable to a single dominant ray: 
path via an elevated layer, we can estimate the modulus of the 
reflection coefficient of the layer. q 

ear the layer reflection coefficient p, its modulus |p|, and 

, the free-space signal, we have a tropospheric signal pE,, 
oa during a fade partly annuls the orthodox signal which we 
shall call Ep. 

On the assumption of momentary phase opposition at the 
bottom of the fade, the signal wiil fade to a value 


|Eo| Gs |p| |E,r| | 


namely, to | 1 — p| =e | of its orthodox value. 
PUTED | 


Calling this fraction 1/N, we derive 


bl = Fel! : 


For fades exceeding about 20dB, for which N > 10, |p| i 
determined to an adequate approximation by |£o|/|£,,|. 

In simple cases | Eo| can be approximately estimated from 
record of a simple fade, making the following assumptions: 


(a) That shortly before or after the fade reflected and a 
waves come into phase. 

(6) That |£o| and |p| remain fairly constant during the complete 
fading cycle. 

(c) That the reflected wave results mainly from a single tropo- 
spheric ray path. 


It has already been mentioned (Section 2.1) that tropo- 
spherically reflected waves can undergo large phase changes with 
only small modifications to the layer structure and consequent 
value of |p|. Further, the orthodox signal | Zo| is likely to remain 
fairly constant over the fading period, being governed by slow 
refraction changes. Thus conditions (a) and (8) are often 
satisfied, and the likelihood of their fulfilment is best judged by 
examination of fading records. 

Fig. 15 shows a section of signal record suitable for computé 
tion, taken over the Israel-Cyprus path. Assuming aiding ph: 
at A and B, the orthodox signal Ep will lie as indicated, appro 
mately 6dB below the level of A and.B. The ratio N is given 
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;. 15.—Fades suitable for estimation of tropospheric reflection 
coefficients. 
Israel—Cyprus, 77-47 Mc/s, 17th July, 1952. 


{Enin, Which in this case is about 30. To a good approxima- 
n, |p| is |Eo|/|Z,,| in this instance. 

The possibility of multiple tropospheric-ray paths involving 
ound reflection must be considered. These theoretically vitiate 
‘umption (c), but fortunately the critical dependence of |p| on 
incident angle to the layer (Section 2.1) makes it often happen 
i only one ray path (that involving the minimum grazing angle) 
: f any consequence in producing a tropospheric signal. Thus 


sumption (c) is often justified to an adequate approximation. 


limited data suggest that elevated stratification is appreciably 
less pronounced over land than over water. 


(2.4) Meteorological Implications of Observed Tropospheric 
Refiection Coefficients 


The first complete day’s test of the Cape Coast-Takoradi path 
(Fig. 11) showed fades indicating the presence of an elevated 
layer, the derived reflection coefficients of which have been 
listed in Table 6. It is of some interest to deduce, with the 
assistance of charts of tropospheric reflection coefficients due to 
Millington,!® the layer heights compatible with these coefficients. 

We shall take a representative layer thickness of 200ft, and 
the probable limits of An, the change of refractive index across 
the layer, as 10-5 and 5 x 10-5. The large values of |p| under 
investigation (0-20 and 0:26) show that the reflection angle at 
the layer (presumed above the terminals) only slightly exceeded 
the critical angle for total internal reflection. As this angle 
depends only on An, uncertainties in the layer thickness will not 
greatly affect the results. We shall make use of the reflection- 
coefficient curves of Fig. 4 previously discussed, which are 


: Table 6 
Path Frequency Date measured ee ee er 

Mc/s dB dB 
rael—Cyprus 77°47 6th June, 1952 130 af 0-11 
| 77:47 7th June, 1952 130 13 0:16 
77°47 14th July, 1952 138 36 0:09 
| 77°47 8th August, 1952 129 17 0-20 
77-47 9th August, 1952 129 18 0-20 
77-47 13th August, 1952 129 20 0:20 
174 25th October, 1952 129 24 0:47 
174 26th October, 1952 129 14 0-40 
174 30th October, 1952 136 20 0-20 
Jape Coast-Takoradi = ts 180 5th February, 1953 122 28 0-20 
180 5th February, 1953 119 PB 0:26 


Israel—Cyprus: Path length, 200 miles. Terminal heights, 1 800ft and 6 470ft above sea level. Free-space path attenuations, 116dB on 77:47 Mc/s and 123dB on 174M¢c/s. 


Cape Coast-Takoradi: Path length, 34:5 miles. Terminal heights, 260ft and 250ft above sea level. 


The reflection coefficients listed in Table 6 have been calculated 
ym. well-defined and simple fades selected from recordings over 
0 water paths already discussed from other aspects, namely 
ael-Cyprus and Cape Coast-Takoradi (Gold Coast). For 
avenience the relevant variables are quoted in terms of attenua- 
n (decibels). The values of |p| must be considered as 
-eptional rather than typical, as the aim has been (a) to select 
tstanding fades indicative of well-defined stratified layers, and 
to calculate the meteorological implications of some of the 
gest reflection coefficients observed. 
Table 6 shows that we must occasionally expect very large 
lection coefficients from elevated layers, and, as Fig. 4 demon- 
ates, these coefficients require very grazing angles of ray 
idence for possible layer structures. Other water paths in 
rious tropical regions have given figures comparable with 
se listed. 
Further work is necessary to obtain reliable figures for land 
ths. Of the available records of land paths showing fades, 
‘ich seem initially to testify to layers aloft, many fade only at 
tht from abnormal levels indicative of a simple surface duct 
her than an elevated layer (Section 2.2.2). These fades, which 
not convincingly explainable in terms of a simple ray picture, 
- not valid material for the present purpose. The small fading 
uibited by suitably qualified land paths [see Fig. 24(a)] implies 
all values of |p| and hence weak stratification. The present 


Free-space path attenuation, 108dB. 


appropriate to the chosen layer thickness and the test frequency 
of 180 Mc/s. 

Assuming that the equal terminal heights produced a reflection 
at mid-path from a spherically stratified layer, we can plot, with 
the aid of Fig. 4, a curve of An versus the layer height compatible 
with the observed value of |p|. In this process the layer curvature 
must be adjusted to conform to the effective earth-radius factor k, 
operative at the time of the fade. This value of k is calculable 
from the record, as explained in Section 2.1. 

Fig. 16 shows curves derived by applying this process to the 
two values of |p| already noted, making due allowance for the 
relevant values of k. The two observations, which were made 
eight hours apart, lead to very similar conclusions. 

Numerous soundings made on the S.S. Meteor!* mentioned in 
Section 2.2.3, indicate that, in the region of the test, An is likely 
to have an average value of about 3 x 10~° and a maximum 
value of about 5 x 10-5. A few of the Meteor observations 
showed layers barely qualifying as a duct. For the layer thickness 
of 200ft this places the probable lower limit of An at about 10—5. 
Reference to Fig. 16 gives the corresponding range of layer 
heights as 500-1 100ft, with 850ft as the most probable value. 

This deduced range of possible layer heights, coupled with the 
implied appearance of a layer on the surface at another time 
during the same radio test (Section 2.2.3), is in general conformity 
with coastal meteorology, where a transition from a surface duct 
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Fig. 16.—Cape Coast-Takoradi path: relationships between An and 
layer height compatible with radio measurements on 180 Mc/s. 

o| = 0:26, k = 1-4. 

| = 0-20, k = 1-0. 

———w— Height of terminals. 


(Fig. 12) to a low elevated duct such as deduced above, is quite 
common. 


(3) SOME STATISTICAL ASPECTS OF V.H.F. PROPAGATION 
(3.1) The Form of Presentation of the Results 


This Section summarizes from an engineering viewpoint the 
Statistical behaviour of the numerous v.h.f. radio paths men- 
tioned in Section 1. The material is derived (a) from about 
15 000 hours of signal records taken over tropical paths, indi- 
vidually recorded for about 150 hours each, and (b) from inter- 
mittent recordings of transmissions between Israel and Cyprus 
totalling over 5 000 hours, over the period May—November, 1952. 
The frequencies employed for the tests were usually near 170 Mc/s, 
but in a few cases frequencies near 80 Mc/s were used, sometimes 
simultaneously with a higher frequency. Path lengths varied 
between about 12 and 200 miles, averaging about 40 miles, while 
terminal heights ranged between 50ft and 10 000ft above sea 
level. Only 40% of the paths were optical, while 15% were 
predominantly over water. It is the purpose of this Section to 
compress the analysis of these measurements into a form useful 
to the communication engineer. The results are mainly appli- 
cable to tropical regions, but it is thought that they might 
provide a framework for the approximate estimation of v.h.f. 
behaviour in temperate climates. 


(3.2) Types of Signal Variations 

Signal fluctuations due to changing atmospheric conditions 
will generally increase with the separation of the terminals. In 
the v.h.f. range, variations are usually negligible at distances 
below 25 miles. The signal patterns discussed below have been 
found characteristic of distances ranging between 35 and 200 miles. 
The characteristics of diurnal, seasonal and random variations 
will be summarized separately, and the number of paths observed 
in each category will be quoted to give a rough idea of the 
significance of the conclusions. 


(3.2.1) Diurnal Variations. 


‘These variations are divisible into three categories exemplified 
in Fig. 17: 
(a) Small diurnal fluctuations devoid of fades. 
(b) Large diurnal variations characterized by very steady signals 
round mid-day, and violently fluctuating signals nocturnally. 
(c) Diurnal variations superficially resembling (5), but dis- 
' tinguished by irregular daytime signals. 
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Fig. 17. Representative types of diurnal signal variations. 


LOCAL TIME, HOURS 
(a) Malaya (Telok Datoh-Kuala Lumpur, 175 Mc/s). 
(b) Gold Coast (Tamale—Palbusi, 180 Mc/s). 
(c) Gold Coast (Cape Coast-Winneba, 180 Mc/s). 
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For ease of comparison, examples of these three types ¢ 
plotted as hourly signal ranges in Fig. 17. 

Type (a) is representative of 26 paths measured in Malaya a 
eight paths in Ceylon. The absence of fades indicates . 
unstratified atmosphere, and the smooth diurnal signal var 
tions reflect small diurnal variations in atmospheric refracti' 
index gradient. 

Type (6), of which 20 cases were found inland in West Afri 
is well exemplified in Fig. 7 previously discussed, but anott 


-example is shown in Fig. 17 for comparison purposes. TI 


signal pattern is characteristic of large land masses subject 
nocturnal cooling, when at least one of the terminals is low enou 
to lie within the resulting nocturnal surface duct (Section 2.2. 

Type (c), of which four examples were found along the Ws 
African coast, appears to be characteristic of grazing coas 
paths predominantly over sea yet never departing more than 
mile or two from a large land mass. As might be expected, the 
are points of resemblance with inland paths, but the coastal pat 
show significantly greater signal variations round middz 
These irregularities are attributable to interference effe 
resulting from changes in the height of the base of low coas 
ducts, which, unlike inland surface ducts, can exist by day ai 
are governed by alternating land and sea breezes. Furthermot 
types (b) and (c) usually show a significant difference in the tir 
of occurrence of the nocturnal maximum signal. 


(3.3.2) Seasonal Variations. 


The Israel—Cyprus path (see Fig. 5) was the only route test 
long enough to reveal seasonal changes. Fig. 18 shows tl 
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Fig. 18.—Israel-Cyprus path: simultaneous daily mean signal stre: 


‘ariation throughout the test period of daily mean signals on 
wo differing frequencies. Although high signal-strengths 
iecurred frequently throughout the test, there was a noticeable 
{ownward trend in the level as the autumn progressed. Fig. 19(a) 
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Fig. 19.—Israel-Cyprus path: cumulative distributions of path 
attenuation. 
(a) 77:47Mc/s during summer and autumn. 

Summer. 
—-— Autumn. 

(b) 77:47Mc/s and 174Mc/s during the whole test period. 
—— 77:47M¢e/s. 
—:— 174Mce/s. 


hows the percentage of the time that a specified path-attenuation 
nm 77-47Mc/s was exceeded during the summer (May to mid- 
\ugust), and during the autumn (mid-September to November). 
t is noteworthy that while autumn shows a 12-dB increase in 
nedian path-attenuation, the chances of a very high or very low 
ath-attenuation at this season about equalled the chances of 
uch path-attenuations in summer. Simultaneous measurements 
nm 174Mc/s led to similar conclusions. Fig. 19(5) shows similar 
umulative distributions of path attenuation for the whole 
-month test period, both for 77-47Mc/s and 174Mc/s. It is 
inlikely that these distributions differ greatly from what would 
ave been obtained from a whole year’s measurement; and, 
ending further data, Fig. 19(b) may be taken as broadly repre- 
entative of tropospheric conditions over the Mediterranean Sea. 
t should, however, be noted that, owing to occasional loss of the 
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signal below noise, the 174-Mc/s results are less reliable than 
those relating to 77-47 Mc/s. 


(3.2.3) Random Variations. 


Figs. 6 and 11, discussed from other aspects in Section 2, 
illustrate signal variations typical of water paths where the line 
of sight is well clear of coast-lines for most of its length. This 
type of pattern was yielded by two long Mediterranean paths, a 
non-optical path over Lake Victoria (East Africa), and an optical 
path across a well-indented bay in the Gold Coast. Random 
fading characteristic of all these paths shows them subject to 
pronounced stratification, but they appear quite free of the 
diurnal influences associated with inland and coastal paths. 

Although classified as random, these signal patterns exhibit 
trends governed by changing atmospheric refraction related to 
the weather and the seasons. Fig. 20 shows three samples of 
signal records from the Israel-Cyprus path, illustrating typical 
behaviour of two simultaneously transmitted frequencies under 
conditions of: 

(a) Anticyclonic weather, associated with temperature-inversion 
layers above a region of fairly high refractive-index gradient. 

(6) Transition from anticyclonic to turbulent weather. 

(c) Turbulent weather, associated with a sub-standard refractive- 
index gradient, where at large distances the weak orthodox signal 


is vulnerable to scattering from small tropospheric irregularities, 
with consequent scintillation. 


In the random category we should also include the fading 
sometimes resulting from phase opposition between direct and 
ground-reflected waves at critical values of k (Section 2.2.4). 
An example of this type of fading occurs in Fig. 13, and a second 
example (not illustrated) was found over a land path of appropriate 
form in Malaya. 


(3.3) Statistics of k Variations and their Application to Prediction 
of Path Behaviour 


In so far as we can relate measured path attenuations to k 
(Section 2.2), we can derive a chart showing the percentage of the 
time that a given value of k was exceeded during the period of 
test of a specific path. Such a chart is of assistance in predicting 
the behaviour of other radio paths subject to similar atmospheric 
conditions, provided that the paths in question are amenable 
to reliable signal-strength computation in terms of k. To 
demonstrate this principle the statistics of Fig. 19(b) are used 
below to predict the probable statistical behaviour of a fictitious, 
but representative, v.h.f. radio path presumed subject to the 
appropriate atmospheric conditions. Such predictions should 
be applicable, for example, to paths over the Mediterranean Sea, 
where the test yielding Fig. 19(b) (Israel-Cyprus path) was made. 

A distribution of path attenuation such as Fig. 19(b) is 
influenced for a small percentage of the time mainly by inter- 
ference fades resulting from reflections from elevated tropospheric 
layers, while for larger percentages of the time the distribution 
is dominated by variations ink. The boundary between the two 
domains is somewhat indefinite, but we shall initially assume 
that the influence of k is dominant so long as k is greater than 
unity. On this basis we can, with the assistance of the theoretical 
curves of Fig. 3, relate any value of k between 1 and 2 to a 
specified attenuation over the Israel-Cyprus path. The applica- 
tion of these path attenuations to Fig. 19(b), which is derived 
from tests over the above-route, yields Fig. 21(@), which shows 
for the whole test period the percentage of the time that a given 
value of k was exceeded over this route. For interest, curves 
based on each of the two test frequencies are given. Ideally they 
should be coincident. The discrepancy is surprisingly small con- 
sidering the errors likely to result from the idealizations implicit 
in the method. Because of the occasional loss of the 174-Mc/s 
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Fig. 20.—Characteristic signal patterns. 


(a) Anticyclonic weather; 30th May, 1952. 
(6) Transition from anticyclonic to turbulent weather; 7th June, 1952. 


(c) Turbulent weather; 8th June, 1952. 


(Selected from Israel-Cyprus records.) 


signal below noise, the 77-47-Mc/s curve (full line) should be 
considered as the more authentic. On this basis the median 
value of k for the whole test period was 1-34, which is virtually 
the recognized “‘standard’’ value. 

Fig. 21(6) shows distributions of k similarly computed for 
summer and autumn separately, and based solely on the 
71-47-Mc/s measurements over the same path. The median 
values of k for summer and autumn were respectively 1-41 
and 1-20. 

Owing to the enhanced relative importance of elevated layer 
reflections as k decreases, the curves of Fig. 21 may be unreliable 
very near k = 1, but it is shown in Section 3.3.1 how, from the 
aspect of predicting path behaviour, this limitation can be made 
irrelevant by the supplementary use of fading statistics. 


(3.3.1) The Prediction of Path Behaviour from the Statistics of 
Variations. 

To demonstrate how the curves of Fig. 21 can be used 
predict the behaviour of any radio path of simple profile subj 
to appropriate tropospheric conditions, we shall forecast 1 
long-term statistical behaviour on 150Mc/s of a fictitious 50-m 
over-water path having terminals 5O0ft above sea level. We sh 
assume the path subject to the tropospheric conditions operat: 
during the long-term test from which Fig. 21(a) was derived. 
is considered that such conditions are approached over much 
the Mediterranean Sea. 

Fig. 22(a) shows the theoretical variation of path attenuati 
on 150Mc/s as k changes from 1 to 2. Combining this cu 
with the long-term distribution of k given in Fig. 21(a), we der 
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Fig. 21.—Israel-Cyprus path: cumulative distributions of k. 


(a) Whole test period, based on both test frequencies. 
77-47Mc/s. 

—-— 174Mc/s. 
(6) Summer and autumn, based on the 77:47-Mc/s test. 


Summer. 
—-— Autumn. 


e full-line curve of Fig. 22(6), which shows the expected path- 
tenuation distribution derived solely from the expected varia- 
ms of k. As implied in Section 3.3, layer reflections, rather 
an k-variations, exert a dominant influence on the large path- 
tenuations which are exceeded for small percentages of the 
ne. Thus the latter curve, by virtue of its derivation purely 
ym variations in k, must be in error at its low-percentage end. 
To correct and extend the left-hand end of the curve we require 
ding statistics in the form of path attenuations exceeded for 
me convenient small percentage of the time. From the 
gineering aspect 0-:1% of the time (about 14 minutes a day) 
a useful value. It is shown in Section 3.4 that for v.h.f. paths 
bject to comparable climatic conditions, there is, with various 
servations, a relationship between the path attenuation exceeded 
r 0-1% of the time and the median path-attenuation. Hence 
estimate of the median path-attenuation of a prospective v.h.f. 
ute enables an approximate forecast to be made of the path 
tenuation which is likely to be exceeded for. 0-1°% of the time, 
‘long as the route is subject to tropospheric conditions similar 
those governing the tests on which the fading statistics are 
sed. 
From Fig. 22(b) the expected median attenuation of the 
titious path is seen to be 117dB, and the fading range chart for 
iter paths [Fig. 24(c)] shows that this median attenuation will 
ost probably be associated with a fading range of about 12dB, 
uch, by definition (Section 3.4), will result in a path attenuation 
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Fig. 22.—Fictitious oversea path. 


(a) Theoretical variation of path attenuation with k for 150Mc/s. 
(b) Forecast of cumulative distribution of path attenuation for 150 Mc/s. 


of about 129dB being exceeded for 0:1% of the time. This 
provides a supplementary point A on Fig. 22(5), which enables 
us to extend and correct the inaccurate end of the full-line curve 
based on variations of k. 

To interpolate between the point A and the curve, which is 
plotted on Gaussian probability paper, a straight line is arbitrarily 
drawn passing through A and tangential to the curve at B. The 
forecast distribution of path attenuation is then given by the 
composite line ABC. 

The forecast presumes a Gaussian distribution for small per- 
centages of the time, and, although lacking theoretical justifica- 
tion, this assumption has been found approximately true for long 
paths. For shorter paths, where elevated layer reflections are 
relatively too weak to cause deep fading, the curve tends to 
flatten (on a Gaussian scale) with decreasing percentages of the 
time. The above simple engineering solution is, however, 
offered as likely to provide a useful approximate forecast of the 
actual path performance. 


(3.4) A Relationship between Median Path-Attenuation and 
Fading Range 

It has been suggested that under specific meteorological con- 
ditions and within a restricted frequency band, there might be a 
unique relationship between the depth of fading experienced over 
any v.h.f. radio path and its median attenuation. Such a 
relationship, if found to apply to a useful approximation, would 
be of value in forecasting the statistical behaviour of untested 
v.h.f. paths or paths tested for an inadequate time. 

From simple interference considerations, the depth of fading 
over any v.h.f. path depends solely on the relative amplitudes of 
a ground wave and a wave of fortuitously opposing phase 
reflected or scattered from one or more elevated tropospheric 
layers. By ground wave is meant the wave controlled by the 
tropospheric stratum between the ground and the lowest layer, 
which often has an approximately constant refractive-index 
gradient over this height interval. From this starting-point it 
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can be shown that the suggested relationship should hold if the 
following conditions are met: 
(a) The ground-wave amplitude governs the median path- 
attenuation. ‘ 2 é 
(b) The amplitude of the interfering tropospheric wave is unin- 
fluenced by the path profile. ae 
(c) The tropospheric wave amplitude is independent of the path 
length. 
(d) The tropospheric wave amplitude is independent of frequency. 


It is worth briefly examining how nearly these conditions are 
likely to be fulfilled in practice. 

For paths having a commercially tolerable degree of fading, 
condition (a) will hold to a fair accuracy. Condition (5) is likely 
to hold for most practical paths where screening of the terminals 
by local obstructions must in any case be avoided. Condition (c) 
is the least likely to be met, but it can be shown to hold approxi- 
mately at sufficient range for a horizontally stratified layer of 
given height, for the reason that, beyond a certain range, the 
reflected field from such a layer can remain fairly constant with 
distance by virtue of the counterbalancing influences of increasing 
distance and increasing reflection coefficient (the latter resulting 
from decreasing grazing angle at the layer). 
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Fig. 23.—Theoretical tropospherically-reflected field strengths on 


75 Mc/s. 

(a) Pronounced layer. 
Height, 2 000ft. 
Thickness, 160ft. 
An = 2 x 10-5, 

(b) Average layer in the United Kingdom.!! 
Height, 4 500ft. 
Thickness, 500ft. 
An =5 x 10-6, 


Fig. 23 shows, for terminal heights much Jess than the layer 
height, the theoretical tropospherically reflected field-strength on 
75Mc/s for (a) a fairly pronounced elevated layer, and (6) an 
average layer in the United Kingdom. The curves are plotted for 
1kW radiated power from a half-wave dipole, and are derived 
from charts of tropospheric refiection coefficients prepared by 
Millington.!© The average layer characteristics [Fig. 23(b)] are 
taken from meteorological data collated by Saxton.!!_ The curves 
are based on a single refiection at the layer, and extend to a range 
corresponding to the horizon for the reflection point on the layer. 
Near this extreme range, earth diffraction effects and contributions 
from other tropospheric ray paths begin to become important, 
and the latter influence is likely to sustain the orthodox field well 
beyond the range of the curves. It is concluded that, except for 
short ranges, condition (c) may be approximately fulfilled, 
particularly for well-pronounced layers fairly near the ground. 

Unless the reflecting layer is thin in terms of the wavelength 


(an unlikely contingency in the y.h.f. band), the layer reflecti 
coefficient will, in general, be, frequency-dependent, and theref 
condition (d) cannot strictly hold. We can thus expect 
suggested relationship to hold over only a limited frequency ba 

It is concluded from the above reasoning that paths of vary 
lengths and topography which are subject to identical tro, 
spheric layers may, if not too short, experience fades whose dey 
is uniquely related to their respective median path-attenuati 
In practice all radio paths are, of course, subject to layers wh 
characteristics are varying, but the conjectured relations 
between median path-attenuation and fading should still hok 
the paths are all subject to statistically similar troposphe 
variations. This last condition is difficult to verify meteo 
logically, and moreover the required degree of conformity is 1 
easy to assess. It seems probable, however, that most of 
observed departures from the suggested) relationship are at 
butable to climatic differences to which the paths were subj 
during test (Section 3.4.1). 

To simplify the argument we have up to now implicitly defir 
depth of fading as the difference between the median level and | 
level at the bottom of a fade. A more practical approach is 
replace the lowest fading level by the level which was exceec 
for some very large percentage of the time. From the engineer: 
viewpoint, fading range is usefully defined as the differer 
between the median level and the level exceeded for 99:9 % of 
time. This definition will be adopted henceforth. It can equa 
well be written in the form “‘the difference between the medi 
path-attenuation and the path attenuation exceeded for 0-1% 
the time.” For specified meteorological conditions, which ; 
in any case a prerequisite of our conjectured relationship, we c 
interpret depth of fading in the foregoing way without impairi 
the validity of the relationship. 


(3.4.1) Confirmatory Tests of the Conjectured Relationship. 


To test the validity of our supposition we shall look for a cc 
nection between observed median path-attenuation and fadi 
range (as defined above), computed for all paths for which a f 
days’ continuous v.h.f. signal recordings are available. Wh 
taking these records it was impossible to wait for specific weatl 
conditions, and, in fact, many varieties of climate were samp! 
in the course of many tests in scattered tropical regions. 1 
attempt has been made to classify the types of weather experienc 
and as the degree of tropospheric similarity demanded by 1 
conjectured relationship is in any case obscure, it was decided 
recognize initially only the well-established distinction betwe 
land and maritime meteorology, by sorting the radio paths ir 
over-land and over-water categories. This broad distinction v 
clearly revealed by comparing mass plots of fading range agai 
median path-attenuation for paths in each of these classes. T 
over-land plot revealed a further distinction between two ty] 
of land fading, which were often associated with particu 
countries. The over-water plot showed much greater unanim 
of fading characteristics, even when a few Mediterranean pat 
were included in the analysis, which is otherwise confined 
tropical regions. . 

Though most of the tests were carried out on about 170Mc 
a few measurements on about 80 Mc/s were made, in some ca: 
in conjunction with the higher frequency. The results show 
no significant difference between fading properties on these t 
frequency bands, and the few measurements on the lower ba 
have therefore been merged with those on the higher band. 


(3.4.2) Over-Land Fading Ranges. 

Eighty-two tropical over-land paths have been analysed, - 
volving path lengths between 12 and 106 miles and termi 
heights ranging between 50ft and 10000ft above sea ley 
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paths were optical and 51 paths were grazing or obstructed. 
easurements were spread over some three years, and included 
tests in the 170-Mc/s band and nine in the 80-Mc/s band. 
ich test comprised about six days’ continuous-signal recording. 


FADING RANGE, dB 


0 100 110 120 130 140 150 
MEDIAN PATH ATTENUATION, dB 


g. 24.—Mass plots of fading range versus median path-attenuation. 


(a) Land paths in Malaya, Ceylon and East Africa. 
(b) Land paths in Nigeria and the Gold Coast. 
(c) Water paths in Malaya, the Gold Coast, East Africa and Mediterranean. 


Fig. 24(a) is a mass plot of fading range against median path- 
tenuation for Malaya (26 paths), Ceylon (eight paths), and 
ast Africa (five paths). Although correlation between the 
riables is not statistically significant, this classification has 
gineering value in that the scatter of points is confined within 
reasonable compass. The above three regions show similar 
ding characteristics which are markedly less severe than for 
her tropical regions investigated. In the case of Malaya and 
sylon particularly, the small degree of fading results mainly 
om diurnal refraction variations [Fig. 17(a)], there being a 
riking absence of the deep and relatively rapid fading charac- 
ristic of atmospheric layering. The Malayan tests were 
fficiently protracted to form strong evidence that the condition 
a permanent feature of that country. 

Fig. 24(6) is a mass plot for Nigeria (31 paths), and the Gold 
oast (12 paths). Although significantly correlated, the points 
e very scattered, for the main reason that about half the 
amples for these two countries exhibited abnormally high 
ding ranges attributable to the influence of intense nocturnal 
irface ducts (Section 2.2.2). 


.4.3) Over-Water Fading Ranges. 


Seventeen predominantly over-water paths have been analysed, 
volving path lengths between 24 and 200 miles and terminal 
sights ranging between 100ft and 6 500ft above sea level. Nine 
iths were optical and eight were grazing or obstructed. Measure- 
ents were spread over some four years and included 18 tests in 
e 170-Mc/s band and five in the 80-Mc/s band. 

Fig. 24(c) is a mass plot for Malaya (four paths), East Africa 
our paths), the Gold Coast (five paths), and the Mediterranean 
~a (four paths). In this case the points exhibit good correlation 
, well as small scatter, despite the large geographical separation 
“many of the paths. 


.4.4) General Comments on Fig. 24. 

Fig. 24 shows that the conjectured unique relationship between 
ding range and median path-attenuation is realized to a limited, 
it nevertheless useful, degree in the sense that the scattered 


points lie within fairly well-defined bounds. From the engineer- 
ing viewpoint, the prediction of the likely maximum fading ranges 
to an accuracy no better than 10dB, say, has considerable value. 

The representative lines on the charts are designed to give 
cautious estimates of fading ranges in terms of median path- 
attenuation. The following paragraph will make it clear that the 
fading range, as defined here, is likely to fluctuate more widely 
when measured over short periods than over long. The com- 
munication engineer would like an assurance that the fading 
range over a short period is unlikely to exceed a specified value. 
For this reason, the representative lines have been placed to give 
a strong probability of conservative fading-range estimates on a 
weekly basis (it being remembered that the experimental points 
are derived from tests of about this duration). 

The fading range, as computed from only a few days’ record, 
is very sensitive to the incidence of even a single deep fade, owing 
to the fact that, by definition, it is based on signal levels exceeded 
for all but 14 minutes a day (99:9% of the time). In this way, 
the exclusion, for example, of the last hour of a 150-hour record 
could materially affect the computed fading range. Some of the 
scattering of the points on Fig. 24 is attributable to this cause, 
particularly, of course, under conditions of deep fading such as 
occurred nocturnally in Nigeria and the Gold Coast. The scatter 
of points could be reduced, either by computing fading range on 
a 99% basis, or by recording for longer periods. The latter 
expedient is usually impracticable, and it has seemed best to the 
author to retain the original definition of fading range (99:9% 
basis) because of its engineering value, and to accept the increased 
scatter of the points. 

The following further conclusions (expected to apply over the 
frequency range 80-200 Mc/s), emerge from a study of Fig. 24: 

(a) Fading is negligible for all v.h.f. paths having median attenua- 
tions less than about 100dB. 

(6) For path attenuations exceeding about 100dB, the trend of 
the points suggests an approximately linear increase of fading range 
with median path-attenuation. 

(c) With the exception of those paths in Nigeria and the Gold 
Coast subject to nocturnal surface ducts, land paths fade less than 
water paths having the same median attenuation. This confirms that 
atmospheric stratification is, in general, less marked over land than 
over water. 

(d) The good correlation for water paths is attributable to their 
simple geometry coupled with the likelihood of regular atmospheric 
stratification, which together favour the conditions justifying the 
assumptions of Section 3.4, on which the expected relation is based. 

(e) Over-land paths in Malaya, Ceylon and East Africa fade less 
on the average than over-land paths in Nigeria and the Gold Coast 
having the same median attenuation. 

(f) For a given median path-attenuation, those over-land paths 
in Nigeria and the Gold Coast subject to nocturnal surface ducts 
fade about as much as over-water paths. 

(g) The scattering of points masks any difference there may be in 
the fading characteristics on 80 Mc/s and 170 Mc/s. 


(3.4.5) Use of the Fading-Range Charts. 


In specifying the performance of radio links it is often laid 
down that a certain signal/noise ratio shall be exceeded for 99-9% 
of the time. For a specified equipment this places an upper limit 
on the path attenuation which can be exceeded for 0:1% of 
the time. 

When planning v.h.f. communications in the regions discussed, 
we can use the charts of Fig. 24 to ensure that the system 
approaches the desired performance. For suitably situated 
routes, all that is required is an estimate of the median path- 
attenuation, from which the associated fading range is con- 
servatively estimated by reference to the appropriate chart in 
Fig. 24. By definition, the sum of the fading range and the 
median path-attenuation gives the path attenuation likely to be 
exceeded for 0:1°% of the time, which is the required crucial 
property of the path. 
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The median path-attenuation may be estimated, either by a 
short signal-strength check (which need not be long enough to 
reveal the fading range accurately), or by computation where the 
profile allows of this. In the latter event the median path- 
attenuation should be based on the expected average refraction 
(k = 4/3, for example). An example of the last method is given 
in Section 3.3.1, but in that case an excepuional profusion of 
Mediterranean Sea data permitted a more comprehensive 
estimate of statistical path behaviour than is at present possible 
elsewhere. 


(3.4.6) Reliability of the Fading-Range Charts. 


It is clear from Fig. 24 that v.h.f. fading-range forecasts may 
now be possible to a useful accuracy for land paths in certain 
specified regions, and for widely scattered water paths. Predic- 
tions for land paths in Nigeria and the Gold Coast are subject 
to large uncertainty, but should err mostly on the conservative 
side if the foregoing recommendations are followed. 

Fading behaviour for regions outside the scope of the present 
measurements cannot be forecast with confidence, but the use of 
Fig. 24(a) is provisionally suggested for over-land tropical and 
sub-tropical paths where there is no meteorological evidence of 
the marked nocturnal surface ducts responsible for the excessive 
fading evident from Fig. 24(6). Fig. 24(c) is provisionally 
recommended for predominantly water paths in tropical regions 
at all seasons, and for sub-tropical and Mediterranean Sea areas 
in summer. In the two latter regions, winter fading ranges are 
probably somewhat less than predicted by Fig. 24(c). Moreover, 
it is likely that paths in temperate and arctic regions will generally 
exhibit smaller fading ranges than forecast by the charts. 


(4) CONCLUSIONS 


An analysis of continuous v.h.f. signal-strength recordings 
over numerous and diverse paths in tropical and Mediterranean 
regions has revealed signal variations which are satisfactorily 
explainable in terms of well-known tropospheric states. Further- 
more, it has been possible in some cases to reconstruct from the 
signal records the salient features of tropospheric M-profiles 
operative during the tests. 

Prolonged measurements over a Mediterranean radio-path 
have yielded useful statistics of variations in the effective earth- 
radius factor, which should assist in predicting the statistical 
behaviour of other radio paths in that area. 

A limited connection has been found between median path- 
attenuation and fading range for paths experiencing comparable 
tropospheric influences, which, with various reservations, makes 
possible the approximate forecasting of the statistical behaviour 
of radio paths without assistance from a preliminary radio survey. 
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SUMMARY 
The paper describes an investigation of the noise generated in 
ystals and in ceramic forms of barium titanate when subjected to 
2ctric stress, as a function of the stress and of temperature above 
id below the Curie point of the material. The primary purpose of 
e work was to establish the existence of a ferro-electric Barkhausen 
fect associated with the domain structure. The results obtained on 
ystals have permitted an estimate of the effective volume of the 
dividual domains, and this is compared with a previously published 
lue. The ceramic specimens exhibited considerable additional noise 
different origin. The characteristics of this noise have been studied, 
it its satisfactory elucidation will require much further investigation. 


Part 1—MEASUREMENTS ON BARIUM 
TITANATE CRYSTALS 


INTRODUCTION 


Considerable literature now exists concerning the electrical 
operties of materials based on barium titanate and the marked 
nilarity between these properties and the magnetic charac- 
ristics of ferromagnetic materials. For instance, their per- 
ittivity and the permeability of ferromagnetic materials are 
nilar complex functions of field strength and temperature 
thin a temperature range bounded by Curie points; they exhibit 
rmanent dielectric polarization and dielectric hysteresis effects 
lich correspond to remanent magnetization and magnetic 
steresis; and magnetostriction has its counterpart in an 
ctrostrictive behaviour in which the mechanical strain is 
nilarly proportional to the square of the applied field-strength. 
The cause of these similarities resides in the fact that both 
des of material exhibit a domain structure at temperatures 
low their respective Curie points. For pure barium titanate 
$ point occurs at 120°C, where the crystal symmetry changes 
th decreasing temperature from cubic to tetragonal form. In 
romagnetic materials the presence of domains is only revealed 
-ectly by careful surface studies on suitably prepared crystals,!.? 
t it is readily seen under the polarizing microscope in thin 
ke-like barium titanate crystals grown from the melt. In 
nsequence, it has been possible to observe the way in which 
> domain structure of such crystals is influenced by electrical 
d mechanical stress and by temperature,’ to a degree not 
saga with ferromagnetic materials. 

me of the experiments designed to test the validity of the 
ginal Weiss domain theory of ferromagnetic behaviour was 
: detection of what is now known as the Barkhausen effect. It 
s agreed that if, as postulated by the domain theory, the 
gnetization process were discontinuous, the discontinuities 
uld be audible as noise pulses in a suitable detecting circuit. 
e occurrence of such “clicks” or noise was first demonstrated 
Barkhausen,> and it seems reasonable to expect a corre- 
nding phenomenon in barium titanate under conditions of 
ing applied electric-stress. 


ritten contributions on papers published without being read at meetings are 
ted for consideration with a view to publication. : . 
r.. Kibblewhite was formerly in the Electrical Engineering Department, Imperial 
lege of Science and Technology, University of London. 


(1) PREVIOUS EVIDENCE FOR AND AGAINST A 
BARKHAUSEN EFFECT IN BARIUM TITANATE 

Several attempts have been made to demonstrate the Bark- 
hausen effect in barium titanate,°—!° but analysis showed them 
to be generally unsatisfactory, essentially qualitative and varying 
in their conclusions from confirmation of the phenomenon to 
complete denial of its existence. The reason for the ambiguities 
was that, in contrast to ferromagnetic materials, there are several 
possible mechanisms of noise generation in dielectric materials 
subjected to high electric stress. They are: (a) noise associated 
with ionic conduction through the volume and over the surface 
of the specimen; (5) noise resulting from imperfectly applied 
electrodes—thus if these consist of thin metallic films containing 
discontinuities, discharges may occur between isolated elements 
and the main film; (c) noise associated with discharges in the 
ambient medium or in microvoids within the specimen; and 
(d) noise of electronic origin preceding internal breakdown of 
the material. 

It has been found possible with single crystals to avoid these 
complicating factors, and it is significant that the most satis- 
factory previous investigation is that on a single crystal by 
Newton, Ahearn and McKay.® 


(2) NATURE OF THE BARIUM TITANATE CRYSTALS 
STUDIED 
A number of crystals of surface area a few square millimetres 
and thickness a few tenths of a millimetre were examined under 
the polarizing microscope at room temperature, and exhibited 


Fig. 1.—Crystal photographed between crossed Nicol prisms in 
monochromatic light (x 30). 


patterns of the nature shown in Fig. 1. The crystals were 
thoroughly cleaned in acid, washed in alcohol and dried before 
an attempt was made to attach electrodes. Initially, evaporated 
electrodes of silver and gold were attached, but these proved 
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insufficiently stable and robust, and use was finally made of 
silver-paste electrodes fired at about 500°C. 


(3) EXPERIMENTAL ARRANGEMENTS 


The main item of the experimental assembly consisted of a 
5-stage selective amplifier covering the frequency range 200c/s 
to 100kc/s which incorporated certain special features to reduce 
the inherent noise level to a minimum. At the frequency setting 
of 4:12kc/s with a bandwidth of 1kc/s, used throughout the 
investigation to be described, the equivalent input noise signal 
was determined mainly by the thermal noise of the input circuit 
and was somewhat less than one microvolt. The gain available 
at this amplifier setting was 120dB. 

The noise signal after amplification was fed into an “infinite 
impedance” detector and the level read on a measuring instru- 
ment in the plate circuit. In those measurements involving 
continuous recording, the amplified signal before rectification 
was fed into a Briiel and Kjaer level recorder, and the noise 
records shown later were taken in this way. In addition to these 
means of indication, the noise fluctuations could be displayed 
on an oscillograph, so that any extraneous disturbances were 
immediately evident and measurements could be suspended 
until these were removed. 

The input circuit used is shown in Fig. 2. R, and C, constitute 
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Fig. 2.—Input circuit. 


the charging circuit controlling the exponential rate of rise of 
stress across the specimen C,; this could be varied by changing R,. 
C, was included as a safety measure and to ensure against an 
alteration in the operating conditions of the first amplifier stage 
in those cases where C, was conducting appreciably. The 
capacitance of both C, and C, was 1 uF and, for reasons men- 
tioned in Section 4.3.1, R, was fixed at 1 megohm. An analysis 
of the thermal-noise input voltage of this circuit shows that it 
increases as the capacitance of C, decreases; the calculated and 
measured values are compared in Fig. 3. 

The direct-voltage supply consisted of a bank of dry cells 
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Fig. 3.—Thermal-noise voltage of input circuit as a function of 
specimen capacitance. 
© © Calculated noise. 


A A Measured noise. 
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mounted on blocks of paraffin wax and completely shielded i in 
metal box. 

The procedure adopted was to charge the specimen capacitor 
to the required stress and record the noise output so produced, 
The rate of charging could be altered at will and the stress 
reversed by switch S. An electrostatic voltmeter, V, indicated 
the voltage across the specimen. 


(4) STATEMENT OF RESULTS 


Considerable electrical noise was observed when a crystal 
was connected in the input circuit of the noise measuring equals 
ment and subjected to an electrical stress. Since no noise was 
observed when the crystal was replaced by a good non-feail 
electric capacitor, this noise was definitely characteristic of the 
crystal. The noise was impulsive in form and died away soor 
after the stress had reached its full value. Nearly all the pulses 
were in the same direction as viewed on the oscillograph a 
reversed their direction when the polarity of the applied stress 
was reversed. In an attempt to identify the source of the noi 
its behaviour with regard to certain variable parameters wi 
investigated as detailed in the succeeding Sections. In all cases, 
the overall gain of the equipment was so adjusted that a full- 
scale deflection of the level recorder corresponded to a noi! 
input signal 50dB above the basic thermal-noise level of abou 
one microvolt (see Fig. 3). 


(4.1) Noise Output as a Function of Electrical Stress 


At field strengths less than about 400 volts/em no noise wa 
observable, but with further increase of stress large noise puls 
began to appear in considerable numbers. This noise was not 
confined to the time during which the stress was building u 
exponentially, but was found to continue for some seconds after 
the stress had reached its full value. Further increases of stress 
produced additional noise, with the noise resulting from each 
increment becoming smaller and smaller beyond 5kV/cm. On 
reducing the stress to zero, the pulses constituting the noisé 
were predominantly of the reverse polarity. If the stress was 
reduced in small steps the greatest noise activity occurred as 
the voltage approached zero. 

Reversing the field produced a similar noise response. It 
most of the crystals investigated the noise outputs in the twe 
field directions were significantly different in magnitude. A 
interchange of the responses when the specimen was reversed 
showed that this was not a feature of the measuring equipmen' 
In those crystals in which the effect was particularly pronounced, 
it was noted that the hysteresis loops were also slightly asym 
metrical, this asymmetry no doubt resulting from crystal strain 

If, after stress removal, the same maximum stress was reappliet 
in the same direction, the noise output was found to be much 
smaller than on the first application. This dependence on the 
previous electrical history of the specimen seemed, however, 
be confined to conditions of increasing field, since, when 
field was again reduced to zero, the “reverse” or “discharge 
noise was usually as great as on the first discharge. This revers 


ie) 50 100 50 
TIME, SEC 
ist STRESS STRESS 2npd STRESS. STRESS 
APPLICATION REMOVED APPLICATION REMOVED 


Fig. 4.—Noise response to the application and removal of a stress 0 
2-5kV/cm. 


ise seemed to become more pronounced the longer the field 
is left applied. Some of the above effects are illustrated in 
14, 


. 


| 
21) Under Electrical Stress. 
‘Before attempting to measure the noise output as a function 


_ (4.2) Noise Response as a Function of Temperature 


|temperature, the specimen was suitably conditioned by sub- 
‘ting it to a series of charge—discharge cycles at the stress to 
/employed. For the purposes of this investigation, the stress 
ls kept reasonably low, 2:5kV/cm, to reduce as much as 


sible the complication occasioned by conductivity at 
aperatures around the Curie point. 

(The noise output was then recorded at various temperatures 
to and above the Curie point at 120°C. A sequence of 
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5 5.—Typical noise records at various temperatures for an applied 
stress of 2-5kV/cm. 


se outputs for, say, the negative cycle of the applied stress 
measuring the areas under the envelope with a planimeter, 
same time period being involved in each case, the total 
ise-output/temperature plot of Fig. 6(a) was obtained. 
t will be seen that the noise falls to zero at a temperature 
se to the Curie point. At temperatures about 10°C above 
point noise reappeared; its level increased rapidly with 
perature and stress, and showed no sign of decaying with 
e. This was readily identified with a sharp increase in the 
ductivity of the crystal, which became marked at these 
peratures. 


!.2) Stress-Free Response. 
hes observed that considerable noise outputs were recorded 


i specimen was heated and cooled, even though no electrical 

was applied. Fig. 7(@) shows a typical noise curve as the 
stal was cooled through the Curie point, and Fig. 7(6) the 
iaviour with a stress of 12-5kV/cm applied during the cooling. 
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Fig. 6.—Noise response and spontaneous polarization plotted against 
temperature. 
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Fig. 7.—Noise record during cooling through the Curie point without 
and with an applied polarizing stress. 
(a) Cooling free of stress. 
(6) Applied d.c. stress. 
12-S5kV/cm. 


Fig. 8.—Noise record during heating from below 0°C without 
polarizing electric stress. 


Fig. 8 shows a noise record taken as the crystal was heated 
through the transition point which occurs in barium titanate 
around 5°C. 


(4.3) The Shape, Size and Duration of the Noise Pulses 


With a view to obtaining information on the process from 
which the pulses arose, a closer study of the form of the pulses 
was undertaken. Before any reliable conclusions could be 
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reached it was essential to know to what extent the method of 
detection distorted the initial discontinuity. In these investi- 
gations the amplifier was used in a broad-band condition with 
a bandwidth of some 2Mc/s. Independent check measurements 
showed that this bandwidth was sufficient to ensure a faithful 
reproduction of the pulses encountered. 


(4.3.1) The Influence of the Input Circuit. 


Most of the pulses observed were of simple form, but an 
occasional one exhibited a double-hump structure. Investigation 
revealed that the trailing edge of the pulses was determined 
essentially by the time-constant C,R, of the input circuit (see 
Fig. 2). The leading edge and amplitude, on the other hand, 
were unaffected by C,R, provided that this time-constant was 
appreciably larger than the rise time of the pulse. A value 
of C,R, around 10~4¢sec was found to be sufficiently large, in 
general, to ensure this. The rise time was dominantly of the 
order of 10~5sec but ranged upwards from this figure to 10—4sec 
and beyond. A similar distribution occurred in the pulse ampli- 
tude, the outside limits of which appeared to be 7 and 35 micro- 
volts, with the maximum of the distribution occurring at 
12 microvolts. 


(5) DISCUSSION OF RESULTS 
(5.1) The Origin of the Noise 


Optical investigation of the crystals confirmed the well-known 
fact that the domain structure shown in Fig. 1 was influenced 
by mechanical and electrical stress. The changes brought about 
were never smooth but took place jerkily. It seemed reasonable 
to associate the noise with these structural changes, and in order 
to facilitate the discussion of the foregoing results, it is assumed 
that the noise observed is really the ferro-electric analogue of 
the Barkhausen effect of ferromagnetic materials. Each piece of 
evidence will then be analysed with a view to determining the 
support, or otherwise, that it lends to this hypothesis. 


(5.1.1) The Noise/Temperature Relationship. 


Figs. 5 and 6(a) show that the noise produced by an applied 
field falls to zero at about 120°C, the temperature at which the 
domain structure of barium titanate disappears. This corre- 
spondence is a necessary condition for the noise to be Bark- 
hausen in origin. Furthermore, since the Barkhausen effect is 
associated with the “irreversible” increments in the total 
polarization, it should be intimately related to the spontaneous 
polarization. The striking nature of the relationship between 
the spontaneous moment, P, (as calculated from 50c/s hysteresis 
loops) and the noise response can be seen in Fig. 6(6). This 
result alone is strong evidence that the noise observed is the 
external manifestation of a Barkhausen effect. The electrical 
noise which resulted when the crystal was heated or cooled 
free of electrical stress, Fig. 7(a), supports this conclusion. It is 
seen that the noise is greatest over a temperature range some 

- 20-30° C from the Curie point, over which the spontaneous 
polarization builds up to its full value. Although the domain 
structure appeared stable by the time the temperature had fallen 
to 90°C, the noise records reveal that minor readjustment 
continues down to room temperature. 

It was found that the noise records of crystals displaying a 
Square-net domain pattern were always the same in form irre- 
spective of the number of times the heating and cooling cycle 
was repeated, whereas this was not so with other crystals. It is 
of interest to note, therefore, that according to Forsbergh,!! 
only the former type of crystal reverts to the same structure on 
cooling. Forsbergh accounts for this reproducibility of domain 
structure in terms of crystal strains which predetermine the final 


: 


pattern even at temperatures above the Curie point. The 
reproducibility of the noise records in certain crystals would 
appear to provide additional confirmation, therefore, of the 
connection between the noise and the domain structure. This is 
strengthened by the noise around 5°C—shown in Fig. 8—an 
occurrence which would seem to be associated unquestionably 
with the first of the two lower transition points of barium 
titanate. 


(5.2) The Noise as a Function of Stress 


The majority of the noise/stress characteristics are also readily 
interpreted on the basis of the Barkhausen effect. 

If the polarization in a ferro-electric material increases in dis- 
continuous “‘jumps”’ under the influence of an applied field, the 
Barkhausen noise must be impulsive in form. The polarity of 
these pulses should reverse when the field is reversed; and those 
appearing when the specimen is discharged, owing to the re- 
randomization of domain vectors, should also be of opposite 
polarity to those appearing when the field is applied. Because of 
remanence the polarization does not decay appreciably, so the 
noise output should depend appreciably on the previous elec- 
trical history of the specimen. Reference to Section 4.1 shows 
that the observed noise possessed all these characteristics. 


(5.3) The Effective Domain Volume 


The phenomenon of Barkhausen noise is the external mani- 
festation of the alignment of domains into the direction of an 
applied field. From a knowledge of the size of the individual 
pulses it is possible to calculate a value for the volume of the 
ferro-electric material within which the polarization changes 
discontinuously.* The calculation is very similar to that 
described by Newton, Ahearn and McKay,® and results in an 
expression for this “‘effective’? volume 


oes 4-43dV EA 19 10¢m3 
P. 
where dV = Pulse amplitude, volts. 
€, = Relative permittivity. 
A = Area of electrodes, cm?. 
and P, = Spontaneous polarization, coulombs/cm?. 


Substitution of appropriate values for the crystals examined 
gives a value, v = 10~8cm3, which is larger than the value of 
10~°cm3 obtained by Newton et al. 

This calculation is of little significance, however, since it is 
impossible to decide the value to be given to the relative per- 
mittivity. Newton et al. overlooked this fact, but the stress 
dependence of <, is such that any value from 2000 to 20000 
might be permissible. In the present case this would produce 
equivalent variations in v from 10-7 to 10~8cm3. Moreover, 
the value taken for the pulse amplitude is an average one; 
measurements revealed a distribution in pulse amplitudes from 
7 to 35 microvolts. | 

It is possible, however, to obtain an estimate of v which does 
not depend on either of the doubtful quantities, «. and dV. 
This is based upon the total number of pulses recorded during a 
given application of stress. 

Although limitations in the counter employed did not allow 
a direct count of the total number of pulses produced by a field, 
which would have ensured effective saturation (say, 12kV/cm) 
a fairly reliable estimate of this number was obtained as follows 

Fig. 9 indicates the pulse number recorded as a function 
field strength, and was obtained using a reduced amplificatio: 


* This volume will not necessarily be the same as that of the optically visib! 
domains seen in Fig. 1. The Barkhausen domain is probably more accura' 
identified as the volume swept out by a boundary in a single discontinuous jump 
a potential-energy maximum, It is possible that several such discontinuities wo 
occur in aligning each of the visible regions of Fig. 1. 
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Fig. 9.—Number of pulses greater than a certain size plotted against 
applied d.c. field: the counting time is one minute in each case. 


to avoid jamming of the counter and subsequent miscounting. 
‘It therefore refers only to those pulses greater than a certain 
minimum amplitude. To reduce errors due to time effects, 
‘counting was continued for one minute in each case. It indicates, 
however, that the polarization (number of pulses) produced by a 
jstress of 2-5kV/cm is nearly one-half the number produced by 
the saturating stress of 12kV/cm, a fact which is also confirmed 
by the 50c/s hysteresis loops. Thus, by measuring the total 
pulse count produced by an applied stress of 2-5kV/cm (where 
|jamming was not serious), an estimate of the number of pulses 
\likely to be produced by a saturation field was obtained by 
\doubling this number. This resulted in a total count of 6 000 
|pulses for the particular crystal concerned. 

| It is reasonable to assume that the application of such a 
|high stress will effectively reverse the polarization throughout 
the whole volume of the crystal. A value for the average volume 
lof the specimen in which the polarization is reversed discon- 
tinuously may then be obtained, by dividing the total volume 
lof the specimen by the number of pulses. This results in an 
| average value of v = 5 x 10~8cm3, which agrees well with that 
obtained previously. 

_ It is felt that this value is more reliable than the one obtained 
\by Newton et al., for, in spite of the fact that they obtained a 
pulse count at 30kV/cm by a linear extrapolation of the 
number/stress relation obtained over a stress range 0-2kV/cm 
(which Fig. 9 shows is not justified), they still only obtain a 
‘total volume change due to polarization of some 6% of the 
| specimen volume. Their claim that this is in close agreement 


with that of 7°, deduced by Mason is of little import, since, in 
the case referred to, Mason was working with polycrystalline 
‘specimens where the degree of polarization at stresses adequate 
|to saturate a single crystal is known to be very low. It must be 
‘admitted, however, that there is no reason to expect that the 
‘effective domain volume will be the same in two different crystals. 
The query placed on Newton’s value of 10~°cm? is not therefore 
‘prompted by its contradiction to that found in the present work, 
but rather in the argument outlined in the preceding paragraph. 


| (5.4) Other Aspects of Newton’s Paper 


The results of the present work agree qualitatively with those 
obtained by Newton et al. Certain discrepancies do, however. 
exist, some of which have been mentioned above. Others are 


worthy of mention. They refer to the necessity of placing the . 


crystal in a vacuum before the Barkhausen effect could be 
observed satisfactorily. This was not found necessary in the 
present work, and it seems likely they were being troubled with 
surface conduction, which could readily account for the large 
scatter in their pulse-number/stress data. 

| _ The average pulse duration of 10~*sec observed in the present 
| 

| 


work is longer than the 10~®sec figure mentioned by Newton. 
However, pulse-duration data obtained from direct measure- 
ment are not particularly reliable, and the discrepancy may 
easily be an experimental one. 

If we assume a linear dimension of 34/v for a domain and 
a pulse duration of 10~*sec, a velocity of propagation of 
370cm/sec is obtained, compared with Newton’s value of 
1 000cm/sec. 


(5.5) Anomalous Behaviour of the Crystals 
(5.5.1) Time Effects. 


On the basis of the foregoing evidence it is concluded that the 
noise arises from the Barkhausen effect. If this is correct, 
those pulses persisting after the field has become steady can only 
be interpreted as additional increases in the polarization. In 
other words, the total polarization produced by a given field is 
not only a function of its magnitude but also of the time it is 
applied to the specimen. Visual observations confirmed that 
minor adjustments in the domain pattern took place for con- 
siderable times after the applied field had reached its full value. 
Moreover, measurements of the incremental permittivity revealed 
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Fig. 10.—Variation of incremental permittivity with time under d.c. 
fields. 


a small drift with time (see Fig. 10), the time factor involved 
being very much the same as that observed in the noise 
measurements (cf. Fig. 4). 

ss) 
(5.5.2) Large Discharge Noise. 

The only experimental result which does not fit conveniently 
into the general picture of the Barkhausen effect is that of the 
large noise response when the specimen is discharged (see Fig. 4). 
Because of remanence, which is demonstrated by the marked 
history dependence of the “forward” or “charging” noise, the 
large discharge noise cannot be accounted for satisfactorily by 
the re-randomization of domain vectors. This implies, of 
course, that it is not truly Barkhausen noise. 

A study of a considerable number of records revealed that 
the discharge noise possesses the following significant charac- 
teristics: (a) the pulses of which it is composed are larger than 
those associated with the charging cycle; (6) there is usually a 
perceptible lag between the time the stress begins to decrease 
and the first appearance of this noise; (c) the maximum activity 
occurs at times subsequent to the stress reaching zero; (d) if the 
stress is applied in the same direction a second time, little noise 
is produced, but a considerable amount again appears on the 
discharge; and (e) the discharge noise seems to increase with the 
time of application of the polarizing field and also increases 
markedly with the magnitude of this polarizing field. 

No satisfactory explanation has been found for this behaviour 
and the only proposal which appears at all probable is that the 
noise results from a type of piezo-electric effect associated with 
a mechanical relaxation of crystal strains. Some small measure 
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of support for this hypothesis may be provided by the fact that 
pulses of comparable size occur also when the crystal passes 
through the 5°C transition point (see Fig. 8). Here, too, mecha- 
nical effects are pronounced. Moreover, the mechanism pro- 
ducing this noise is obviously a slow one, in view>of the “‘lag”’ 
mentioned above. It is thus of interest to note that Bradfield! 
has reported that time variations in piezo-electric constants 
(which are proportional to crystal strain) seem to proceed at 
about one sixth of the rate of the time changes associated 
with the incremental permittivity (which is related to the 
polarization). There may be some justification, therefore, in 
assuming that the more sluggish components of the noise are 
associated with the purely mechanical effects of the polarization 
processes. 
(6) CONCLUSIONS 

It has been shown that when all the extraneous sources of 
noise that are not characteristic of the material itself have been 
removed, the noise displayed by crystals of barium titanate is 
essentially Barkhausen in origin. In view of Section 5.5.2, 
however, it appears that there is also a piezo-electric contribution 
to this noise arising from the purely mechanical effects of 
polarization. Since this is still associated with the domain 
structure of the material, it is justifiable to include it in the general 
term “‘Barkhausen effect.”” The occasional ‘“‘double hump” pulse 
observed in this work and also mentioned by Newton et al., 
probably arises from this contribution, when an initially stable 
region is triggered by the mechanical wave generated by the 
alignment of a neighbouring domain. 

The general qualitative behaviour of the noise with such 
parameters as temperature is no doubt common to all crystals 
of barium titanate. It is most unlikely, however, that any 
quantitative generalizations can be made from determinations 
on the small selection of crystals which has been available for 
study. For the present case, this must apply to the calculation 
of an effective domain volume and estimates of pulse rise-times. 
A much more extensive investigation is needed to determine the 
influence of crystal size and shape on’ these quantities. The 
present results serve a useful preliminary purpose, but un- 
doubtedly investigations on truly single-domain crystals and 
regularly shaped crystals would be more instructive. 

It is felt that these would reveal a state of affairs similar to 
that which the modern view believes to exist in the equivalent 
ferromagnetic problem. It is now believed that there is no direct 
connection between the size of the observed Barkhausen pulses 
and the actual physical dimensions of the ferromagnetic domains, 
which appear to be very dependent on the crystal size and shape. !,2 
This is a complete reversal of the conclusions reached in earlier 
measurements on the Barkhausen effect.!3 


Part 2, MEASUREMENTS ON CERAMIC 
SPECIMENS 


INTRODUCTION 


Section 7 deals with randomly selected commercial capacitors 
incorporating barium-titanate-based ceramic material. It was 
found that excessive noise outputs in these capacitors could be 
traced to sources which were not characteristic of the material 
itself, and it was concluded that to obtain useful information on 
the latter would involve great care in the selection of the test 
specimens. Section 8 deals with the investigations carried out 
on a number of such specimens. 


(7) RANDOMLY SELECTED COMMERCIAL CAPACITORS 


The capacitors investigated included ones composed of pure 
forms of barium titanate and of its strontium and lead titanate 


variations, the specimens being either plate-like or tubular in 
shape and complete with fired-on electrodes. 

When these were subjected to a polarizing electric field the 
general behaviour was much the same in all cases, the main 
characteristics of the noise response being as follows: 

(a) Under stresses as low as 1k V/cm the noise observed was very 
large and corresponded to thermal-noise input voltages of the 
order of millivolts. 

(b) The mean level of the noise was subject to random and 
violent fluctuations during the few minutes immediately following 
the application of the polarizing field, and it was impossible to 
determine a consistent r.m.s. value of the noise during this period. 

(c) The noise level decayed slowly with time of stress application 
and was detected in several samples after periods as long as 30 hours. 

(d) When the noise level at a particular stress had become fairly 
constant, increase in stress resulted in an increase in noise and a 
subsequent decay with time. Similar smaller increases followed 
additional equal increments of stress until) at a certain critical 
stress the noise began to increase much more rapidly. The critical 
stress varied considerably from sample to sample, and even from 
day to day on the same sample. 

(e) Reversal of the field invariably produced a marked initial 
increase in noise output, the mean level of which fluctuated con- 
siderably before again decaying slowly with time. 

(f) The frequency distribution of the noise, as closely as could be 
determined, conformed to a 1/f* law where x was approximately 2. 


Above 10kc/s the noise level was immeasurably small. 

The specimens investigated exhibited marked differences in 
noise level under equivalent stresses. In an endeavour to trace 
the reason for this difference, a systematic comparison was made 
of the other electrical properties of the samples. It was readily 
established that the more ‘“‘noisy” specimens were also inferior 
electrically in the following respects: (a) low insulation resistance, 
the values encountered falling as low as 10-100 megohms; 
(6) low electric strength, which often resulted in breakdown at 
stresses as low as 5kV/cm; (c) high loss tangent for this class of 
material, e.g. 0-1-0-2 at 1kc/s and 20 volts/em; and (d) very 
distorted and asymmetric hysteresis loops, resulting presumably 
from phase distortion produced by the high conductivity. 

The most likely cause of the high conductivity was moisture 
absorbed on the surface and within the bulk of the dielectric, 
and several specimens were therefore heated to 150°C for 
several hours and allowed to cool in a dessicator. A considerable 
improvement in the insulation resistance and noise characteristics 
resulted, and the hysteresis loops now approached a symmetrical 
form with much increased maximum polarizations for equivalent 
stresses. These properties deteriorated again when the specimens 
were exposed to a moist atmosphere. The general character of 
the noise also changed, after extended drying, to a more impulsive 
form, with the magnitude and rate of occurrence of the pulses 
varying considerably from one specimen to another. It was 
considered undesirable to undertake a detailed investigation of 
this residual noise, however, since the evident forosity of the 
specimens must leave the results open to suspicion. 


(8) INVESTIGATIONS ON HIGH-GRADE CERAMICS 
(8.1) Description of Specimens 


The samples used throughout the work of this Section were 
specially prepared, particular care being taken to ensure hi 
density (5-4-5-7), complete dryness and freedom from impurity. 
The capacitors were made in the form of flat plates of 0-8 
thickness and about 0-5cm? in area. Silver-paste electrodes 
were fired onto a small central portion of each face, leads we 
soldered directly to them, and the whole specimen, after drying 
was coated with Araldite. The compositions used were p 
barium titanate and barium-lead titanate mixtures in the rati 
98:2 and 96:4. In all cases the insulation resistance w: 
better than 10! ohms at room temperature, even under d. 
stresses as high as 20kV/cm. 


(8.2) General Observations 


The noise outputs observed were very low compared with 
‘those referred to in Section 7, and corresponded to equivalent 
‘thermal-noise input voltages of the order of microvolts. Except 
where some particular characteristic is more effectively demon- 
istrated by reference to another specimen, which will be clearly 
indicated, the results stated refer to the barium-—lead titanate 
‘mixture with a composition in the ratio 98 : 2. 

The most readily apparent features of the noise observed, when 
\the specimens were charged slowly to a certain stress, were as 
follows: 


(a) It was entirely impulsive in form. 
(6) The pulses were of two distinct types, differentiated mainly 
| by their respective amplitudes. The smaller pulses occurred mainly 
| below 10kV/cm, and their frequency of occurrence decreased 
| rapidly with time; these will be referred to as the “‘low stress’’ noise. 
The other type of pulse appeared above 14kV/cm; it was much 
larger in amplitude and seemed to persist as long as the stress was 
maintained; this will be called the “high stress’’ noise. 

(c) The polarity of the pulses as viewed on an oscillograph 
| reversed with the polarity of the applied field. 
(d) A large proportion of the total noise output at any stress was 
dependent on the previous electrical history of the specimen. 

(e) The noise was not affected by immersing the specimens in 
media such as high-grade transformer oil or silicone fluids, indicating 
that it resulted from mechanisms internal to the specimen. 


| (8.3) Investigation of the “‘Low Stress” Noise 
\(8.3.1) Noise as a Function of Stress; Hysteresis. 


Before the type of experiment to be described was com- 
imenced, the specimen was conditioned by taking it through 
several charge-discharge cycles. The polarizing electric stress 
‘was applied for the same period of time in the negative and 
\positive directions. The stress was then increased from zero in 
steps of 2kV/cm, and the r.m.s. noise outputs, within a band- 
width of 1kc/s around 4-12kc/s, were recorded over equal 
intervals of time. At the higher stresses where the noise output 
\per unit increase of stress decreased, larger stress increments were 
employed to ensure measurable outputs. The area under these 
moise/time records was then used to derive an equivalent noise 
output per cycle bandwidth at constant gain, per unit increase of 
stress at each particular value of the applied field. When 
allowance was made for the slight increase in the basic input 
thermal-noise level with stress, occasioned by the associated 
decrease in the effective incremental capacitance of the specimen, 
the noise output was found to be related to stress in the manner 
shown in Fig. 11. 
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Fig. 11.—Noise output per unit increase of stress plotted against field 
strength: noise hysteresis. 


(8.3.2) Noise Output as a Function of Time. 

As with crystals, the noise in the ceramic specimens was by 
no means confined to the period during which the applied stress 
was changing but persisted for several seconds after the steady 
state had been reached. The clearest representation of this 
noise/time dependence is shown in the records of Fig. 12, where 
the charging time-constant was 0-1sec. These records also show 
a marked difference in the duration of the noise decay as between 

VoL. 102, Part B. 
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Fig. 12.—Noise records showing the time persistence of the low-stress 
noise in 98 : 2 (BaPb)TiO3 and BaTiO; ceramics. 


Charging time-constant = 0-1sec. 
(a) 98 : 2 (BaPb)TiO3. 


(b) BaTiO3. 
56h 

xt 

3 

“5:0 

ad 

WwW 

> 

Ww 

+44 

Ww 

a 

) 

Z 38 

4 

= 

& 
32 
a5 6 [Qtr Ble 24 30 36 

TIME, SEC 


Fig. 13.—Noise/time records for an exponentially increasing stress of 
time-constant 6sec. 
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the 98 : 2 barium-lead and pure barium-titanate compositions. 
The behaviour of the former is shown more fully in the r.m.s. 
noise/time record of Fig. 13 for a charging time-constant of 6sec. 


(8.3.3) History Dependence of the ‘‘Low Stress’? Noise. 


The influence of the previous electrical history of the specimens 
on the noise response is shown in Fig. 14, where a field of the 
same polarity was applied a second time to the specimen. This 
property is even more pronounced than it was in single crystals 
of barium titanate. 


(8.3.4) Noise as a Function of Temperature. 


In both the pure barium titanate and the 98 : 2 barium-lead 
ceramics it was not possible to establish any reliable relationship 
between noise and temperature. Above 80°C the specimens 
became very conductive, and large noise outputs persisted as 
long as the stress was maintained. In form it was essentially 
impulsive and the number and size of these ““conduction’’ pulses 
increased rapidly with stress and temperature, thereby masking 
any other effect which may have been present. Fig. 15 shows the 
intimate relationship which exists between the conduction current 
and the r.m.s. noise level, again measured at 4-12kc/s with a 
1kc/s bandwidth. 

Unlike the results on single crystals, negligible noise was 
detected if the samples were allowed to cool without an applied 
field. 

3 
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Fig. 14.—History dependence of low stress noise. 
98 : 2 (BaPb)TiO3. 
Stress, 14kV/cm. 


Time-constant, 6sec. 
(a) First application of stress. 
(6) Second application of stress. 
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Fig. 15.—Relation between the high-temperature noise and con- 
ductivity. 


98 : 2 (BaPb)TiO3. 
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(8.3.5) Pulse-Size Distribution and Duration. 

The individual pulse amplitudes ranged from 1 to 10 micro- 
volts, while the rise times were of the same order, 10~°sec, as 
observed with single crystals. 


(8.4) Investigation of the Noise appearing above 14kV/cm 


At a stress which varied from specimen to specimen but which 
was generally about 14 kV/cm, a different type of pulse appeared, 
of much greater amplitude than those occurring at low stresses. 
They increased in number with the field, showed little sign of 
diminishing with time, and did not appear to be at all influenced 
-by the previous electrical history of the specimen. 

Increasing the temperature of the specimen was found to 
increase the pulse rate at a given stress, and also to reduce the 
“inception” stress at which the pulses first appeared. At tem- 
peratures where the conductivity had increased sufficiently, it was 
possible to observe an apparent correlation between these noise 
pulses, temperature and field strength. 

In spite of small time variations of the conductivity it was 
possible to establish that the logarithm of the conductivity of the 
98:2 barium-lead composition varied as the inverse of the 
absolute temperature with an activation energy of the order of 
leV. Its variation with stress may be illustrated by the following 
figures. 
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Unfortunately it was not possible to obtain reliable corre- 
sponding data for the r.m.s. noise because of its violent fluctua- 
tions at the higher temperatures. 


(9) DISCUSSION OF RESULTS 
(9.1) The “Low Stress”? Noise 


The results obtained at stresses below 10kV/cm may now be 
examined in the light of the existence of a ferro-electric Bark- 
hausen effect, as demonstrated in the single-crystal investigations. 


(9.1.1) Noise as a Function ef Stress Hysteresis. 

The “‘butterfly’’ loop of Fig. 11 is a common one in the relation 
of various parameters of ferro-electric materials to the applied 
stress. If the noise observed arises from the Barkhausen effect, 
the noise/stress relationship of Fig. 11 must be related to the 
conventional polarization/field-strength characteristic of Fig. 16. 
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Fig. 16.—Hysteresis loop. 


The significant features of this interrelation are: 

(a) After conditioning in the manner described in Section 8.3.1, 
zero stress must find the specimen in a state of remanent 
polarization. In this case, the points P and P’ on the hysteresis 
loop correspond to P on the noise curve of Fig. 11. 

(b) The noise output as a function of stress is directly related 
to dP/dE, reaching a maximum at Q (or Q’) where this has its 
maximum value, and the field corresponds to the coercive field, 
5 oa 

(c) From Q to R the value of dP/dE decreases and the noise 
output also falls, the latter tending to zero as the polarization 
approaches saturation. 

(d) When the field is decreasing from its maximum value the 
noise output is seen to be related again to the rate of change of 
polarization. Over the region TU the small decrease in the 
polarization is mainly due to a decrease in the “induced” or 
“reversible” polarization, and the noise (which results from 
‘irreversible’ changes) is negligible. 

(e) From U to P’ the increase in dP/dE is due to the irre- 
versible re-randomization of domain moments, and there is a 
corresponding increase in the noise observed. The pulses con- 
stituting this noise are of opposite polarity to those produced 
when the stress was increasing. 

(f) From P’ the process is merely repeated producing the 
mirror image of the section of the curve just considered. 

This noise hysteresis could not be satisfactorily established in 
the measurements on single crystals because of their much more 
rectangular hysteresis loop and the small stress range over which 
reversal of the polarization occurs. The more gradual changes 


inherent in ceramics made the measurement of Fig. 11 possible, 
_and on the above analysis it is seen that a large component of the 
observed noise can be accounted for in terms of the Barkhausen 


effect. 


(9.1.2) Noise as a Function of Time. 

If the noise observed at low stresses is Barkhausen in origin, 
‘the pulses which persist after the applied stress has reached its 
final steady value (Section 8.3.2) must be the result of additional 
increases or “creep” in the polarization. If this is so, the 
incremental permittivity in ceramics must also decrease with 
‘time under steady d.c. fields. 

Typical measurements are shown in Fig. 17. The order of the 
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Fig. 17.—Time variation of incremental permittivity. 


OOO Pure barium titanate. 
x X X 98 : 2 barium-—lead-titanate. 


magnitude of the time effects for the two materials is seen to be 
much the same as those in the noise record of Fig. 12. The 
difference between the barium titanate and barium-lead titanate 
compositions seems to be significant and agrees with the results 
of Bradfield’s piezo-electric constant measurements. 


(9.1.3) Noise-Maximum/Applied-Stress Relationship. 

The series of noise-time curves for exponentially increasing 
stresses of time-constant 6sec (shown in Fig. 13) may be converted 
into equivalent noise-stress curves, and according to Section 9.1.1, 
the noise peak in the latter should then be identifiable with the 
coercive field E,. The mean noise level over a small interval of 
time will depend, however, upon the rate of change of stress 
over that interval, and for the noise peak to correspond exactly 
‘to the point of maximum dP/dE, dE/dt must be constant over the 
voltage range 0-E,. With an exponentially increasing stress, 
ambiguity will only ‘be effectively removed provided that E,,,,, is 
at least equal to 1: 7E.. A similar discrepancy will arise if 


dE/dt is increased to a value comparable with the response time 
of the recorder. 
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Fig. 18.—Coercive field plotted against applied stress. 


(a) From measurements with exponentially increasing field of time-constant 6sec, 
(6) From 50c/s hysteresis loops. 
98 : 2 (BaPb)TiO3. 
(ifs 


FORMS OF BARIUM TITANATE WHEN SUBJECTED TO ELECTRIC STRESS 


67 


If the two sources of error are avoided and the field strength 
at which the maximum noise output occurs is plotted as a 
function of the maximum applied stress, curves like (a) in Fig. 18 
are obtained. For comparison a curve (6) of E, as determined 
from 50c/s hysteresis loops is included. The form of the two 
curves is obviously the same but the values of E, given by the 
50c/s curve (corresponding to a time-constant of about 10~sec) 
are considerably less than those obtained with a changing time- 
constant of 6sec. 

This indication that much larger polarizations are developed 
in the latter case affords further agreement with Bradfield’s 
results. It must be concluded that the 50c/s hysteresis loop is 
not a reliable representation of the polarization/field-strength 
relationship. 


(9.2) The ‘‘High Stress” Noise 


At a stress which varied from specimen to specimen but 
which was in general around 14kV/cm, the type of noise pulse 
referred to in Section 2.4 began to appear. The results of 
Section 8.4.1 suggest that these pulses may be connected with 
conduction processes in the material and have the same origin 
as those observed at high temperatures with lower stresses. They 
may be attributable to electron avalanches or to ionic movements 
at crystal interfaces; or, notwithstanding that the stress was 
unidirectional, they may be due to gaseous discharges in small 
interstices within the material. Much more experimental work 
will be required to establish which of these mechanisms was the 
cause of the effects observed or to what extent more than one 
was operative, and it must suffice at present to mention the results 
of a few measurements carried out under 50c/s stress using a 
high-frequency discharge detector.*!4,!5 

Discharge pulses first appeared at stresses of 1-2kV/cm and 
were recognizable as of Barkhausen origin in that the maximum 
discharge intensity occurred over a stress range corresponding 
to the steep portion of the hysteresis loop. The individual pulse 
amplitude was of the order of 10~2u4C, and it appeared to 
increase somewhat with the applied stress—an effect not evident 
in the d.c. investigation. 

At 11-12kV/cm, pulses of amplitude around 1 uC appeared, 
and their number and size increased sharply with further increase 
of stress, until at about 15k V/cm individual pulses had amplitudes 
as high as 200ujC. There would seem little doubt that the 
latter were due to gaseous discharges. 

To check that these various effects were not of external origin, 
the specimens were immersed during test in media such as castor 
oil and silicone fluid. No change of behaviour was observed, 
and moreover, a bromide film placed in intimate contact with a 
specimen under investigation was not marked when developed. 
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DISCUSSION ON 


“SPECIAL EFFECTS FOR TELEVISION STUDIO PRODUCTIONS’”* 
NORTH MIDLAND CENTRE, AT LEEDS, 9TH FEBRUARY, 1954 


Dr. G. B. Patchett: Back projection has the disadvantage of 
requiring a large studio in which to accommodate the projector, 
together with careful lighting and perspective, but for stationary 
pictures it may be most satisfactory. Inlay appears to be most 
attractive, but the authors have been very fair and given the 
disadvantages of the system as well as its advantages. I imagine 
that it must be difficult to obtain the same density from the two 
cameras. Why is a mask used for inlay and an optically-reduced 
raster for wipes? One difficulty of inlay is the setting-up time 
during which two cameras are out of action. How long does 
the setting-up procedure take in a typical case? Overlay 
appears to be very easy, but it has its difficulties. I assume 
that with overlay it is not possible to show a shadow on the 
background of objects in the foreground. One disadvantage of 
overlay compared with back projection is that the actors are 
unable to see the background against which they are acting. 

It would be most helpful if details of the times when the 
various new devices, etc., are used by the B.B.C. were published 
in the technical Press. 

Messrs. A. M. Spooner and T. Worswick (in reply): There is 
no real difficulty in getting the picture components which com- 
prise the final picture to match in brightness. An essential part 
of the setting-up procedure consists in the application of a 
suitable test signal, usually a line sawtooth, to both inputs of the 


* Paper by A. M. Spooner and T. Worswicx (see 1953, 100, Part I, p. 288). 


electronic switch. The switch can then be set so that the applica- 
tion of input signals matched in lift and gain will give a matched 
composite picture. 

Setting up an inlay scene takes about one minute, assuming 
that the procedure has been rehearsed previously. Once the 
correct-size mask has been prepared and chalk marks have been 
made for the cameras, it is not difficult to regain the registration 
obtained on rehearsal. 

The reason for using a mask directly on the cathode-ray-tube 
face for inlay, but a small mask obscuring an optically-reduced 
raster for wipes, is that, whereas with inlay it is essential to work 
on a large mask to get the best possible registration, for wipes 
there is no registration problem and the mechanical arrangements 
for passing full-size masks across the cathode-ray-tube face 
would be very cumbersome. Furthermore, in order to get the 
effect of wipes from different directions, a rotatable-mirror 
system is used, and this can only turn the reduced raster image. 

We should like to confirm that with overlay it is not possible 
to show a shadow on the background of objects on the fore- 
ground. It is true that, with overlay, actors cannot see the 
background against which they are acting; however, by the use 
of a picture monitor showing the transmission picture on the 
studio floor it is possible for them to take up their positions very 
readily during rehearsal, and in some scenes they may even look 
at the picture monitor while the scene is being televised. 
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DESIGN OF A LOGARITHMIC RECEIVER 
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SUMMARY 

The paper contains a short survey of the principles of the successive- 
detection-type logarithmic receiver for pulsed radar, followed by a 
detailed description of its video problems. A new detection arrange- 
ment is described, and a mathematical analysis of its operation under 
practical conditions is given. A video amplifier including a differentiat- 
ing circuit for signals of large dynamic range with negligible overshoot 
is described. Conclusions are drawn for the practical application of 
_ the logarithmic receiver with various indicators. 


(1) INTRODUCTION 


Receiver saturation is one of the limiting effects to the maximum 

usefulness that may be achieved by a radar system. Any target 
‘appearing coincident in time with a mountain, shore, sea or rain 
clutter or any other large target (usually called a permanent echo), 
will not be reproduced at the output of an ordinary receiver. 
The strong signal from the large target will drive the receiver to 
saturation, and the superimposed wanted target echo will 
disappear at the video output. 

There are several methods for overcoming this difficulty. The 
simplest solution is the reduction of the receiver gain. When the 
sensitivity of the receiver is reduced, the strong echo will not 
saturate the receiver and a smaller echo superimposed on the 
strong one will be reproduced. The disadvantage of reduced gain 
is the loss of weak signals. An improved system of gain reduction 
is the ‘“‘sensitivity time control” (s.t.c.).1_ The gain of the receiver 

is reduced to minimum after every transmitted pulse and then 
gradually raised to the maximum sensitivity at a rate determined 
by practical considerations particular to the explored area, 
thereby reducing the saturation possibilities from close per- 
manent echoes. A further improvement is the ‘instantaneous 
automatic gain control system’’ (i.a.g.c.).2 The sensitivity’ is 
normally kept at maximum, and only if the received echo rises 
above a predetermined level, the sensitivity is automatically 
reduced according to the strength of the echo. After the strong 
echo ends, the receiver returns to full sensitivity after a certain 
recovery time. 

A very good method from a practical point of view is to use a 
logarithmic receiver. The output of this receiver is in a logarith- 
mic relationship to its input, which is achieved by successive 
detection from each of its amplifying stages. The logarithmic 
range may be extended as desired and is limited only by the total 
amplification of the receiver. 
approach to the video problem of the logarithmic receiver is 
described. 

The logarithmic receiver combines the advantages of the above- 

mentioned systems, absence of saturation even from close 
‘permanent echoes as in the s.t.c. system and a shorter recovery 
time to full sensitivity than in the i.a.g.c. system without its 
‘practical disadvantages. These abilities make the logarithmic 
receiver a very important component in the design of automatic 
target-following radar systems, moving target indicator (m.t.i.)? 
and other special systems. 


_ Written contributions on papers published without being read at meetings are 
invited for consideration with a view to publication. Maan 
_ Mr. Rozenstein is in the Scientific Department, Israeli Ministry of Defence, 


In the paper a completely new | 


(2) THEORETICAL CONSIDERATION 


Only a short description will be given here, since the theory of 
the logarithmic receiver has been fully explained by Croney* and 
Alred and Reiss.5 

The principle of this receiver consists of detectors (whose 
individual outputs are added) being connected to the output of 
every 1.f. stage, instead of a single detector following the last i.f. 
stage as in the linear receiver. This is called the successive- 
detection system. The block diagram of the linear receiver as 
compared to the logarithmic one is given in Fig. 1. 
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Fig. 1.—Block diagrams. 


(a) Linear receiver. (6) Logarithmic receiver, 


Assume the last if. stage (3) to be saturated, the detected out- 
put voltage to be V,, and the input voltage V; and assume also 
that all stages are completely identical and that the output from 
a saturated tube is constant. Then, in order to saturate the pre- 
ceding valve (2) the input voltage must be increased A times, 
where A is the stage amplification, so that input voltage AV, will 
increase the total output voltage to 2V,. At the saturation level 
of the preceding valve (1) the input voltage will be A?V; and the 
total output voltage 3V,,and so on. We see that while the total 
input voltage increases exponentially, the total output voltage 
increases linearly. This results in an approximately logarithmic 
relationship between output and input. Fig. 2 shows this 
relationship in a linear and a logarithmic receiver, the input 
voltage being drawn on a logarithmic scale. 
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Fig. 2.—Input-output relationship. 
(a) Linear receiver. (6) Logarithmic receiver. 
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(3) PRACTICAL CONSIDERATIONS 


It has to be mentioned that all the following discussions are 
concerned only with pulse receivers and not with continuous- 
wave receivers. 


(3.1) Overload Considerations 


A linear receiver reproduces the shape of an r.f. pulse until 
the input signal is strong enough to saturate the final i.f. stage. 
A further increase of input signal amplitude will not be repro- 
duced, but the detected output will remain constant. The final 
if. stage should be a valve capable of dealing with as large signals 
as possible before saturation is reached. If large r.f. pulses drive 
the final if. stage and consequently the previous stages to 
saturation, only the recovery time, and not the pulse response 
under overload conditions, is of interest. 

In the successive-detection logarithmic receiver, every valve 
works either as an amplifier or as an output stage, according to 
the signal strength. From a receiver point of view, the saturation 
of any stage is not a limiting effect, but its behaviour under 
overload conditions is of the utmost importance. Constant out- 
put above saturation level is one of the basic assumptions that 
must be fulfilled. 

For the design of an i.f; stage under the overload conditions, 
the circuit and the valve must be carefully chosen. The overload 
behaviour of valves has already been discussed,® but without 
reference to a suitable circuit. 

The standard circuit of a radar i.f. amplifier stage was designed 
for saving space and decoupling components and for compactness 
of the stage in order to reduce positive-feedback possibilities. 
The maximum output voltage is limited by the screen-grid voltage 
because it also serves as the anode h.t. supply. Therefore it is 
clear that the circuit is unsuitable as an output stage. 

A suitable circuit diagram is shown in Fig. 3. The difference 
between that circuit and the previous one is the separation of the 


Fig. 3.—I.F. stage for the logarithmic receiver. 


anode h.t. supply from the screen grid, and its connection to the 
main h.t. line through a decoupling circuit. While grid current 
flows, the anode and especially the screen currents rise markedly 
and the screen by-pass condenser will be discharged, the resultant 
drop in screen-grid voltage causing a reduction in anode current 
and therefore a decrease of output. In order to keep the screen- 
- grid voltage constant, as large a screen-grid by-pass condenser 
as possible—up to space limitations of the practical circuit— 
must be chosen (with correct layout, the earthed envelope of the 
by-pass condenser may serve as an electrostatic shielding between 
adjacent stages). The time-constant of the by-pass condenser 
with the screen-grid internal impedance during overload must 
be large compared to the transmitter inter-pulse period. Thus 
the screen-grid voltage remains practically constant. The time- 
constant in the cathode circuit must be large compared to the i.f. 
but small compared to the pulse width, thus ensuring a short 
recovery time. 
Testing of 6AC7 valves in circuit of Fig. 3 failed to give the 
expected results. This was found to be due to their internal 


construction. The 6AKS5 proved to be satisfactory and was 
used in the practical receiver. The input-output relationship of 
6AC7 compared to 6AK5 connected in the circuit of Fig. 3 is 
given in Fig. 4. 
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Fig. 4.—Input-output relationships. 
(a) 6AC7. (b) 6AKS. 


(3.2) Delay Line 


As mentioned in Section 2, the detected outputs from the 
several if. stages must be fed to a common load, where they 
are added together. The addition must be linear in amplitude or 
deviation from the logarithmic relationship will result. The 
leading edges of the video pulses must exactly coincide at the 
output terminal, otherwise the rise-time of the total output pulse 
will increase according to the strength of the signal. The circuit 
diagram of the delay line as suggested by Croney* is shown in 
Fig. 5. The output from the delay line is taken from terminals A. 


R.F. INPUT 


Fig. 5.—Detection arrangement and delay line. 


Croney also shows a practical method of calculating the values 
of L, C, and C,, the time-delay per section being equal to the 
time-delay per stage. Resistance R, is equal to the characteristic 
impedance of the delay line. The line is terminated at both ends 
to avoid reflections. The common load for all detectors is there- 
fore equal to 4R,;. The ratio 2R/R, is suggested by Croney to 
be between 5 and 10; the specific ratio depends on the video stage. 
Since the common load has a shunt capacitance, the voltage 
divider consisting of decoupling resistor R and the common 
load resistor, will not function properly at high frequencies 
unless a capacitor C, is added in parallel with R. The time- 
constants of the two RC circuits should be approximately equal. 
Any section of the delay line which connects the detectors from 
adjacent stages at the same time forms a filter preventing if. 
feedback through the delay line. 

Suppose that the input signal is an ideal square r.f. pulse and 
is strong enough to saturate the first i.f. stage. The first detector 
then delivers a video pulse along the delay line. After a finite 
delay-time the second stage saturates and the video pulse from 
its detector is also delivered to the line. At that instant the video 
pulse from the first detector reaches the terminal of the second 
detector. The amplitudes are added and the leading edges 
coincide. The resultant pulse continues to travel along the line, 
repeating the process with the video pulses delivered by 
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succeeding stages until it reaches the output terminal. The out- 
put from the delay line is fed to an RC differentiator. 

Under practical conditions, graphs drawn from input-output 
measurements did not show a logarithmic relationship within the 
expected range, and the video pulse showed an increase in rise 
time with an increased input pulse-amplitude. It was found 
that taking the video output from the end of the delay line 
nearest to the input stage (terminal B) caused an improvement in 
therise time of video pulses, resulting in an improved characteristic. 

The relationship of input signal voltage to the differentiated 
output voltage using the output from terminals A compared to 
terminals B is shown in Fig. 6. The input voltage is drawn on 
a logarithmic scale. 
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Fig. 6.—Relationship of input signal voltage to differentiated output 
voltage. 


(a) Using terminals A (Fig. 5). 
(6) Using terminals B (Fig, 5). 


The deviation from the expected results is due to the fact that 
in practice the input pulse is not an ideal square wave but has a 
finite rise-time. This may be approximately the same as the 
total receiver delay-time. In that case, although the final 
amplitude of the input signal will be strong enough to saturate 
the first if. stage, the rising pulse will be amplified through all 
stages, increasing in amplitude, while passing through the 
amplifier at a faster rate than it rises at the input. The final 
stage will therefore be the first one to be saturated. 

A mathematical analysis of this assumption is given in the 
Appendix. The response of an amplifier of n stages to a ramp 
function is shown to be 
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where « (volts/sec) is the slope of the leading edge and p is the 
complex frequency. Numerical calculations for an experimental 
amplifier of three stages were made with R = 2000 ohms, 
C = 11 ppF, « = 30 x 10® (volts/sec) and g,, = 4300 micro- 


(j aT 
v’} LIN 
3 elle 
t =< 
Vs 1] 1% V)) Vo 
nm 2 Sa 
ur 
g i = 
ub 
g 
3 
a4 
O° 
(o) ta ts tz O05 oO" 


ty, 
TIME, MICROSEC 


Fig. 7.—Calculated responses of three i.f. stages to a ramp function. 


mhos. The calculated responses of the three stages were drawn 
in Fig. 7. The voltage level V’ is the input amplitude which is 
sufficient to saturate the stage. From these curves it is clearly 
seen that the slope of the leading edge increases from stage to 
stage so that the third stage reaches saturation before the first. 

In order to add the leading edges of all the output pulses so 
that they will coincide, we therefore have to take the output from 
the end of the delay line which is nearest to the input stage. The 
delays in the various sections in the delay line are not equal to 
that in the if. amplifier stage (as assumed by Croney4), but 
should be equal to the time intervals t,-f, t,-f;, ... f,-t 
respectively (Fig. 7). 

In order to show the difference between this arrangement and 
the one proposed by Croney, Fig. 8 gives the addition of the 
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Fig. 8.—Addition of outputs from three stages. 


(a) From terminals A (Fig. 5). 
(6) From terminals B (Fig. 5). 


outputs from the three stages. Curve A shows the output taken 
from terminals A (Fig. 5) of a delay line with a time delay of 
0-044microsec per section. Curve B shows the output taken 
from terminals B (Fig. 5), the delay line being calculated according 
to the method proposed in this paper. 


(3.3) Differentiator and Video Amplifier 


The video output from the line must be amplified by a linear 
video amplifier capable of dealing with higher input voltages than 
in the ordinary receiver, for which purpose negative feedback is 
used in the amplifier. If the maximum input amplitude is 
higher, the necessary overall video amplification is lower and the 
amount of feedback may therefore be increased. But as the 
input circuit to the amplifier is a differentiator, an increase of the 
maximum input increases the maximum overshoot amplitude 
(the differentiated trailing edge). The maximum video input is 
increased by decreasing the ratio of the diode load resistances to 
the common load. The practical amplification will be the ratio 
of the maximum pulse amplitude desired for the indicator to the 
maximum video input pulse. Incase the amplification is too high, 
even when the maximum practical feedback is used (the feedback 
magnitude limitation is discussed later), the amplification of the 
amplifier may be controlled by changing the screen voltage of a 
pentode. The control range is limited at low screen-voltages by 
the waveform distortion of the pulse and at high screen-voltages 
by the maximum permitted power dissipation of the screen and 
the anode. The video amplifier should be able to provide linear 
amplification up to the highest video pulse, otherwise the 
logarithmic range of the receiver will be shortened. 

As explained in the Introduction, the receiver is most valuable 
in reproducing a small target superimposed on a large one. The 
video pulse-width of the large echo is usually much greater than 
that of the small echo, whose pulse width is equal to the trans- 
mitted pulse. That condition is shown in Fig. 9(a). It was 
suggested5 that a differentiator should be used having a time- 
constant equal to twice the transmitted pulse-width, as the input 
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Fig. 9.—Waveform of a small echo superimposed on a large one. 


(a) Before differentiation. 
(b) After differentiation and clipping. 


circuit to the amplifier. The differentiated output (with over- 
shoots eliminated) is shown in Fig. 9(b). The wanted target echo 
passes through the differentiator without distortion and will be 
more easily observed at the indicator. 

In order to reduce distortion of adjacent echoes, the over- 
shoot time-constant should be as short as possible. In our case 
the video pulses from the line are of negative polarity; the circuit 
is therefore designed for elimination of positive overshoots. 

The differentiator used in an ordinary receiver is shown in 
Fig. 10. The ratio between maximum signals and noise at the 
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Fig. 10.—Differentiator circuit of a standard receiver. 


video input is approximately 5:1, and the maximum video 
pulse-amplitude is approximately 6 volts. A noise amplitude 
of 1 volt will bias the diode formed by the grid and the cathode 
of V, to cut-off, and its resistance will be large compared to the 
resistance R. The differentiator time-constant for the leading 
edge of a negative pulse will be equal to RC, and for the trailing 
edge to C[R,R/(R, + R)], where Ry, is the diode resistance 
during conduction. 

In the logarithmic receiver the ratio between maximum signals 
and noise at the video input is approximately 11:1 and the 
maximum video pulse-amplitude is approximately 6 volts. The 
noise amplitude is therefore lower and will not bias the diode to 
cut-off, so that its resistance will influence the time-constant of 
the differentiator even for negative pulses. The resultant parallel 
resistance will therefore change according to the video input 
amplitude, so that for small echoes of signal/noise ratio up to 
2:1 the differentiator time-constant will be lower than for the 
stronger echoes. That means a reduction in width and amplitude 
of weak echoes which is contrary to practical requirements. 
This effect can be avoided by separating the differentiator from 
the video amplifier by means of a cathode follower, which always 
presents a high impedance, in parallel with the resistor R. The 
suggested circuit is shown in Fig. 11. Since the video-amplifier 
stage is designed for the amplification of negative pulses only, 
it operates with zero bias. The input to valve 2 is from a low- 
impedance source; therefore any positive overshoot will not be 
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Fig. 11.—Improved differentiator circuit. 


limited by the grid-cathode conduction effect. Overshoots can 
be limited by raising the screen voltage as high as possible while 
still keeping the amplification at the desired value. This holds 
the valve close to saturation and the anode voltage is very low. 
Positive input pulses will therefore be limited by saturation of the 
anode current. The screen voltage must be held constant by a 
large by-pass condenser. 

The complete circuit diagram of the differentiator and the 
video amplifier is shown in Fig. 12. Valve 3 is the output stage 


Fig. 12.—Complete circuit diagram of differentiator and video amplifier. 


and valve 4 is the feedback diode. The equivalent circuit of the 
delay line is represented by the generator Vp, and its internal 
resistance Rpy. 

The negative leading edge of the differentiated pulse will be 
amplified by valve 2 and applied to the output stage, valve 3. 
A portion of the output is fed back through C, and the shunt 
capacitance of the diode C, (the diode is cut off) to the input of 
valve 1. In order to obtain constant feedback action during 
pulses the time-constant R,C, is made large compared to the 
transmitter inter-pulse period. The equivalent feedback circuit 
is shown in Fig. 13. When dealing with the leading edge the 


Fig. 13.—Equivalent diagram for feedback circuit. 


impedance Z denotes the diode shunt capacitance C,. The 
amount of feedback is determined by the ratio of Cy, to C. 
Owing to the Miller effect, R is shunted by an equivalent 
capacitance C; = C)(1 ++ m) where m is the overall amplification 
for negative pulses. A capacitance voltage-divider composed of 
C and C, will therefore reduce the effective input to valve 1 and 
increase the pulse rise-time. The capacitance C is changed in 
order to obtain the desired feedback ratio. Any change of C 
must be followed by a change of R to keep RC constant. 

Since the minimum shunt capacitance of the diode is practically — 
limited, the minimum practical value of C will therefore be 5C;. 
The differentiator time-constant for the leading edge is equal to 
RC provided that R > Ry). 

The positive trailing edge of the differentiated pulse will drive | 
valve 2 to saturation. All the output voltage from valve 3 is fed — 
back through the diode valve 4 (which is now conducting) to the - 
input of valve 1. In the equivalent circuit (Fig. 13) Z now denotes ; 
the forward impedance of the diode. The time-constant of the 


differentiator will be changed to c( i =e cr Ry) where mm, is 
1 


the overall amplification for positive pulses. This time-constant 
is very much shorter than that for the leading edge. 


' Defence, for permission to publish the paper. 
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The positive overshoot amplitude is practically eliminated at 
the output and its duration is reduced to a fraction of a micro- 
second. The recovery time of the logarithmic receiver, after the 
strongest signals, will therefore depend mainly on the recovery 
time of the i.f. circuits and not on that of the video amplifier. 

Fig. 14 shows the negative video input to the amplifier (Shown 
in Fig. 12) compared to the video output for pulses shorter and 
longer than the differentiator time-constant. 


al a a 
Ts ar 
@) 0) 
Fig. 14.—Video input and output waveforms of the video amplifier. 
@ RC>c. (6) RC <+. 


(4) CONCLUSIONS 


It is desirable that the indicator for a logarithmic receiver 
should have a large dynamic range in order to exploit the ability 
of the receiver to reproduce both large and small echoes and to 
permit the observation of the fine structure of large targets and 
the tracking of a small moving target within the range of a large 
permanent echo. 

Deflection-modulated cathode-ray tubes fit these requirements, 
while intensity-modulated tubes with their inherent small 
dynamic range (the ratio of maximum signal/noise amplitude 
being approximately 3 : 1) are less suitable. But even with these 
indicators an improvement in discernibility was achieved, giving 
better discrimination between closely adjacent targets. This is 
due to the differentiator, which cuts the large target into separate 
pulses and thereby reduces the spreading caused by large echoes 
owing to the large illuminated area on the screen. 

It was suggested+,5 that in order to reduce clutter interference, 
the logarithmic characteristic should begin well below noise level. 
But since the extension of the dynamic range of the logarithmic 
receiver at the same time causes a compression of signal ampli- 
tudes on the. indicator when using indicators of nearly the same 
dynamic range as for a linear receiver, a reduction in the ampli- 
tude of small echoes causes a reduction of signal/noise ratio on 
the indicator and in practice reduces the detectability of distant 
targets. It is therefore necessary to provide an arrangement 
(“‘lin-log” switch*) for switching the receiver to linear operation 
when searching for distant targets and to logarithmic operation 


' when the tracked target enters an area of permanent echoes or 


clutter. 

A practical logarithmic receiver was built in a plug-in form 
and inserted in the receiver unit of a radar system. Excellent 
results as regards clutter elimination and tracking of targets 
through clutter areas were obtained. 
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(7) APPENDIX 


(7.1) Analysis of the Response of a Saturated I.F. Amplifier of 
n Stages 


The response of an amplifier of n stages to a unit step-function 
is well known.” In practice, however, the r.f. pulse fed into an 
amplifier has a finite rise-time. In contrast with a linear amplifier, 
where the rise time is usually computed, it is the slope of the 
leading edge which is of main concern here, because the top of 
the pulse is limited by saturation. 

Fig. 15(a) is the equivalent circuit of a practical if. stage as 
shown in Fig. 3. The bandwidth of this circuit is approximately 
7Mc/s and the carrier frequency 30Mc/s. The low band- 
width/carrier-frequency ratio enables us to simplify the analysis 
by computing the response of the equivalent low-frequency 
circuit [Fig. 15(b)] to the envelope of the r.f. pulse. 


~cmVin ~gmin 
R Cc R 2c 
+O) @) 
Fig. 15.—Equivalent circuits. 


(a) Of Fig. 3. 
(b) Low-frequency equivalent. 


In order to simplify the analysis we will assume that the input 
voltage vo(t) is a ramp function of a slope « (volts/sec). The time 
interval ¢, is the rise-time of the pulse (Fig. 7). The voltage level 
V’ is the input amplitude sufficient to saturate the stage. We 
shall deal only with the leading edge since that is the only part 
of the pulse needed for the ranging of targets in the radar system. 

The Laplace transform of the input voltage v,,,(f) is given by 


1 
LU La hae Hees: Bt ays Leh ee Gn G1) 


and the impedance of the circuit in Fig. 15(4) is given by 
1 1 


Zip) — 2 
(?) 2C [p + 1/2RO)] (2) 
The output voltage for one stage will be 
V:(1) = — 08,2 - (3) 
and for n stages 
OAD) = (—1) (OE 2)” (4) 
Expressed in the Laplace transform it becomes 
Sn Ne 1 
Lv (t) = ftg( 2m 
nd) = (Dr 56 Pp +1/@RO)}" 
1 
= — 1 n OS 
(= 1)ap eae (5) 
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where 
_ &m 
a 2C 
i (6) 
ORC 


The response of the output voltage after n stages will then be 
solved by taking the inverse transform of eqn. (5): 


1 
v(t) = L-ly =) be a 
(0) (2) = (“ape me: O 
The inverse transformation will be evaluated as 
c+jo 
240) = yj] Ord. 
Using Jordan’s theorem, 
i S(pyoPidp = 2nj 2 REO PS) 
—© 


where XR+ denotes the sum of the residues of f(p)v?* at its 
poles in the left half-plane. From eqn. (7) we see that the 


poles are p=0 and p=— vy. We can therefore rewrite 
eqn. (8) 


1 vPt|(p +yy" alae Pt |p? «| 
=(— n a a 
v,(t) =(— 1)"«B | Oe Ae Gly 
eae!) 
From the formula of the derivative of an sao function we get 
Fw) : ; 
b a pyast®” = IP Oves (11) 


The eqn. (10) can therefore be sa by eqn. (12) to 


pt d"—-1 ;ypt 
U,(t) = (—1)"oB" eae a gn (n— = dp"— iG Saal 
(12) 


Introducing the terms B and y from eqn. (6) yields the general | 
formula for the output voltage of the mth stage: 


ag, (Bm\"f (2RC) — 10 
0,2) =(—1) a(=e | yen 


1 d”—-1 ;ypt 
» G3 
+G—D! dp! (Fs Dae sted bal 


It must be noted that the output voltage of any stage is limited 
at the level V’ (Fig. 7) and remains constant thereafter. 
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DISCUSSION ON 
“A METHOD OF DESIGNING TRANSISTOR TRIGGER CIRCUITS”* 


Mr. H. M. S. Smith (communicated): Reference is made to the 
problem of “surplus holes” in association with the minimum 
decay time of pulses. The authors’ remarks have all been con- 
cerned with the point-contact type of transistor, and it would 
be interesting to know whether they are equally applicable to 
junction-type transistors. Have the latter types a frequency 
response similar to the contact types? 

Considering the Hall effect in germanium, one would imagine 
that transistors would have their characteristics modified by a 
magnetic or electric field. This matter is of interest in the use of 
transistors near heavy-current-carrying conductors or in electric 
fields of large potential gradient. 

Prof. F. C. Williams and Mr. G. B. B. Chaplin (in reply): The 
frequency response of presently-available junction transistors in 
the earthed-base connection is inferior to that of the point- 


* Paper by Prof. F. C. WiLttaMs and G. B. B. CHAPLIN (see 1953, 100, Part III, 
p. 228). 


contact transistor under similar conditions, by a factor of 3 or 
more. The response to an input current pulse sufficiently large 
to produce “‘bottoming”’ is also inferior in that both the rise and 
fall times of the collector are increased by a similar factor. 

It follows from the pulse response that the conventional cross- 
coupled junction-transistor two-state circuit has relatively long 
transition times, since the time required to change its state 
includes not only the “‘switch on” time of one transistor but also 
the “switch off’ time of the other. When this is compared 
with the “‘switch on” time of the point-contact single-transistor 
two-state circuit, it is slower by a factor of about 10. However, 
junction transistors with a substantially higher frequency 
response are promised by the manufacturers in the near future. 

We have had little experience of the effect of magnetic and 
electric fields on transistor characteristics, but the shielding 
provided by the manufacturers appears to be adequate under 
normal conditions. 
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SUMMARY 


The propagation in curved and twisted rectangular waveguides is 
investigated by putting the wave equation in a form in which the 
co-ordinates in a waveguide cross-section are also the independent 
variables in the differential equation. The wavelength is found for 
the E-curved and H-curved guides, and for twisted guides. In the 
latter case there is a degeneracy when the guide sides become equal. 
Curves are presented for the correction to the wavelength in a straight 
guide caused by the bending or twisting. 


LIST OF SYMBOLS 


a, b = Guide cross-section dimensions (a normally 
greater than b). 
e = Correction term [see eqn. (46)]. 
h, ho, hy, etc. = Magnetic field and expansion terms. 
i,, Ly, etc. = Unit vectors. 
k, k’ = 2n/A and 27/A,, respectively. 
m, n = Positive integers. 
Pi aap Lk, 
r = Polar co-ordinate. 
s = Axial co-ordinate. 
xyz = Rectangular co-ordinates. 
y = Guide cross-section co-ordinate. 


ABCD 
A’B’C’D’ + = Various constants and coefficients. 
AA AA nn k : 
E, Eo, E;, Ex, etc. = Electric-field components and expansion 


coefficients. 
F, G = Functions of ¢. 
H, H,, = Magnetic field and components. 
LL = Length of twisted guide for 360° twist. 
M=[l + p(x? + y?)}. 
R = Radius of curvature of guide mid-section. 
iS, So = Series. 
X, Y, Z = Helical co-ordinates. 
a, 8 = Expansion coefficients of the propagation 
coefficient. 
yy = Propagation coefficient in twisted or curved 
guide = 27/wavelength. 
€ = Base of Naperian logarithms. 
e, = lif n = 0, otherwise 0. 
A, A, = Free-space and straight-guide wavelength, 
respectively. 
Ag, Ag, Ar = Wavelength in E-curved, H-curved, and 
twisted guides respectively. 
i! = Wave impedance of free space. 
7 = Polar co-ordinate. 
2, Wo, wy, etc. = Solution of wave equation and expansion 
; coefficients. 


gd = 4tnbfa. 
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(1) INTRODUCTION 


Recent years have seen an increased use, especially at the 
shortest wavelengths, of curved and twisted lengths of waveguide 
for joining off-set components. When such a guide is also used 
to provide a delay path it becomes important to know the change 
of phase introduced by the bending or twisting. This aspect is 
investigated theoretically in the following Sections. 


(2) METHOD OF APPROACH 


Two of the configurations—the circular E-bend and the 
circular H-bend—can be treated exactly, using Bessel functions 
of general order. However, the process of finding the propaga- 
tion coefficient in the guide involves the solution of a trans- 
cendental equation, which can be done only by a rather awkward 
manipulation of their asymptotic expansions for large order and 
argument. An alternative method, used by Jouguet! in an 
examination of mode degeneration in bent circular guides, 
involves the setting-up of the differential equations for the field 
components in a form which permits an approximate solution 
in a form similar to that for the straight guide. Introducing as a 
small quantity the expression 1/R, where R is the radius of 
curvature of the mid-section of the curved guide, an expansion 
in powers of 1/R is obtained. Since the propagation in the 
guide cannot depend on the direction of bending, the solution 
for the propagation coefficient must be an even function of R, 
and hence terms to an order of at least 1/R? have to be retained 
in the solution. 

For the twisted guide a similar procedure is adopted, the role 
of R being replaced by the length L in which the guide cross- 
section has rotated a full 360°. An expansion at least up to 
terms involving 1/L? is required, since the direction of twist, 
determined by the sign of L, cannot affect the value of the 
propagation coefficient. For the twisted guide it is necessary 
to set up the wave equation in helical co-ordinates. 


(3) THE CIRCULAR E-PLANE BEND 


It is well known? that problems involving a guide of finite 
breadth, in which no variation in field across the breadth occurs 
except for the usual sinusoidal variation of the main guide mode, 
can be treated by considering first a guide of infinite breadth—a 
parallel-plate line—and then at the end of the analysis replacing 
the free-space wavelength A, where it occurs in the formula, by 
Xp the wavelength in the finite-breadth guide. This simplifying 
procedure will be adopted here. 

Fig. 1 shows a guide of width 5 bent into an arc of a circle of 
radius of curvature R at. the mid-section. The cross-section is 
determined by the variation of the co-ordinate y from +40 to 


—1h, and the axial co-ordinate at the mid-section is s. In terms 
of polar co-ordinates (r, @) we have 
SaeROVAO Re RE lt cy oe Eh) 


The wave equation can be set up for the field components E,, Ey 


[75] 
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Fig. 1.—Circular E-bend guide and co-ordinate system. 


and H,. Denoting the latter simply by dH, its differential 
equation is readily found to be 


PH 2H 4,5. oe 
re + r*k*H 4 5m ~ 9° Sm SAAD 
where k = 27/A. 
In terms of y and s we get, after dividing through by R?, 
oH 10H eH 
+ y/R)? i - 7h R)?k*A + —— = 
(1 + y/R) ye? e! YR) oF; (1 + y/R)*k°H a2 
(3) 


We seek a solution varying as e/Y5, where y is to be deter- 
mined. The boundary conditions on H are that Ey < dH/dy 
should vanish at y= +45. Setting H = he-Jvs, where h is 
independent of s, 


d*h 1 dh 
! 2 “32 ee { al 7 ie) ee ee 
(+ y/RYF3 + 1 +IR ER + + yIRPRh — 77h = 0 


(4) 


For infinite R the equation becomes simply d7h/dy? + (k? — y?)h 
=0. If the guide will support only the dominant mode, 
as will be assumed, the only solution which satisfies dh/dy = 0 
at y= +45 is A=constant. Hence y=k, the expected 
solution for a straight guide. 

A solution of eqn. (4) in inverse powers of R would take the 
form 


h = A(htg — h,|R + hy] R* == = 3) 
y=Ri+e/R+f/R?+...) a 


Here, A is any constant; but it would be confusing to consider 
a form for A which itself involved inverse powers of R. Sucha 
form, on carrying out the indicated multiplication would, for 
example, introduce an arbitrary term involving / in the expres- 
sion for 4;. In order to deal with a unique solution, it will be 
assumed that /y;, A>, etc., will not involve Ag explicitly. ho, of 
course, is the solution for a straight guide and can be taken as 
unity. On substituting eqn. (5) into eqn. (4), and equating 
powers of 1/R, the following equation is found for /,: 


d*h,dy2 + 2yk?-—kee =0 . . . . © 
Integrating once it is seen that 
dh,/dy = constant —k*y?— ay) . . . () 


The constant and « are to be determined by dh,/dy =0 at 
y = +4b. This gives dh,/dy = k*(b*/4 — y*) and « =0, the 
latter as anticipated in Section 2. 

A further integration yields 


hy = RyC4—y]3) 2. 2. 2. . 


with no further integration constant, since this would have the 
effect, as discussed above, of including an Ag term in h,. The 


equation for h,, found by equating coefficients of 1/R* in i 
eqns. (4) and (5), is <a 


d*hy/dy* — 4k*y? + k*b?/4 + 2y*k4(b2/4 — y?/3) -—k°B=0 . (9) 
An integration gives 
dhy|dy = C + k*b*y/4 — 4k?y3/3 + k4b?y3/6 — 2k4y5/15 — k*By 
(10) 
The vanishing of dh,/dy at y = +4b gives C =0 and 
B = — b*/12 + k7b4/30 (11) 


Calling A, the wavelength in fe E-plane curved guide, it is 
readily seen, from eqns. (11) and (5) with y = 27/Ag, that3 


Lt) See eal 
% Al (12k? 5\, 
which is correct to terms involving 1/R*. In obtaining this 
equation, X has been replaced by A,, so that the result now refers 
to a guide of finite breadth. 3 


A continuation of the process will yield higher (even) powers 
of 1/R. However, even for so small a radius of curvature as 


(12). 


CORRECTION FORMULA 


2 
Fig. 2.—Plot of correction function f(6/Ag) = 1 — 3(") against 
b/Ag for E-plane circular bend. 5 


R=b, the correction to the straight-guide wavelength shown 
by eqn. (12) is small—about 3 % or less for the usual guide sizes 
and wavelength ranges. The value A, = 2mby/(2/5) = 3-976, 
for which the correction term vanishes, is within the usual 1ange. 
The quantity [1 — 2/5(27b/A,)”] is plotted as a function of b/A, 
in Fig. 2. 


(4) THE CIRCULAR H-PLANE BEND 


Fig. 3 shows a guide of breadth a bent into an arc of a circle of 
radius of curvature R at the mid-section. The cross-section is 
determined by the variation of the co-ordinate y from +4a to 


Fig. 3.—Circular H-bend guide and co-ordinate system. 
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—la, and the axial co-ordinate at the mid-section is s. As 
before, y and s are expressible in terms of polar co- -ordinates r 
and @ by eqn. (1). The field components are H,, Ho and £,. 
The latter is ee shown to satisfy the differential equation 


(13) 


We seek a solution of the form E, = Ee~4s, where E is indepen- 
dent of s. Analogously to eqn. (4) we find the equation for E as 


5 +0 + y1RYE — yE=0 
(14) 


The boundary conditions on E are such that it should vanish at 
y = +4a. For an infinite value of R the equation becomes 
simply d?E/dy? + (k* — y2)E =0. If the guide will support 
only the dominant mode, as will be assumed, the only solution 
of this which satisfies E=0 at y = +4a is E =cos(ny/a); 
whence y? = k? — 7?/a?, the expected solution for the straight 
uide. 
, A solution of eqn. (14) in inverse powers of R would take the 


form 
ee 


Here k’? = k* — 7?/a* = (2n/A,)*, where A, is the wavelength 
in the straight guide and Ey = cos (zry/a). "AS before, in order 
to deal with a unique solution, E,, E>, etc., will be taken not to 
involve Ey explicitly. On substituting eqn. (15) into eqn. (14) 
and equating powers of 1/R, equations are found for the E’s. 

For E, we get 


aE, 


(l ypryes ayer (1 + IR) 


E = Ao(Ey + E\/R + Ep/R? + 


15 
y= kM + afR + BIR? + uP 


d?Ep 


dE, , 
pes + Pe Yay eae k*Ey — k’aEy = 0 (16) 
The solution is 
a , a’ 
E, = = *yEy +k ay i o)atoley| 
; Bs 
Zz 5 ok 2 + A cos (ay/a) + Bsin (zy/a) (17) 


dy 


Since E, must not involve Ey = cos (zy/a) explicitly, A = 0. 
The vanishing of E, at y = + 4a gives B = 0 and « = 0, the 
latter showing the expected absence of terms in 1/R from the 
propagation coefficient. 

The equation for E, becomes 


rE aE, 
ent 1 


a ae 
2y. dy? nk 


+y 


+ yk? E+ ee ve a = 0%.) (18) 


This can be put in the form 


= (A + By’) cos (myla) + WC + Dy?) sin (zry/a) 
(19) 
on substituting for E, from eqn. (17), since Ey = cos (zy/a). 


The solution, apart from the complementary function, is of 
the form 


Ey = yA’ + By’) cos (mya) + WC + D’y?) sin (7ry/a) . (20) 


where, by substitution into eqn. (19), it is found that 


Age z- C + Balm + D12a?/87?) 


B’ = — Dal8ar 
a (21) 
Ci= a4 + Cal2m — Ba*/2n? — 


D3a?/477°) 
D’ = Bal6m + Da?/4r? | 
The boundary conditions, E, = 0 at y = +4a, plus the unique- 
ness requirement calling for Ey not to appear explicitly in the 
solution leads to the disappearance of the complementary func- 
tion, and to the equation. 
C’ + D’a’*/4 =0 (22) 

C’ and D’ can be put in terms of A, B, C and D from egn. (21), 
and the latter are found on comparing eqns. (18) and (19), 
using eqn. (17) to express E, in terms of Ey = cos (my/a). After 
some simplification, the following equation is obtained for B: 


12k’°B = k’4a4(15 — m?)/art + 3k7a?/n? + k’2a(15 — 327?)/n7? 
(23) 


Calling Ay the wavelength in the H-plane curved guide, it is 
found from eqns. (23) and (15), with y = 27/A,, that* 


2 2 > =) 4 
> aha (3) ahs Bek ee | - 04) 
7 A 2a~) XX 
which is correct down to terms involving 1/R?. 

A continuation of the pices would yield higher (even) powers 
of 1/R. However, even for so small a radius of curvature as 
R = a, the correction to the straight-guide wavelength shown by 
eqn. (24) is small—about 3% or less for the usual guide sizes 
and wavelength ranges. The values AX = 1:16la and 1-755a, 
which lie near the extremes of the usual range, make the correc- 


tion term in 1/R? vanish. The correction term takes its largest 
magnitude of —0-0076/R* at A=1-37a. The function 


E Le a BS ees y+ = aves (| versus 2a/A is plotted 
in Fig. Ae 


Je eh Gade 
4, 02 | 24R? 
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Fig. 4.—Plot of correction function 


cots = [125 °2) +B") 


against 2a/X for H-plane circular bend. 


(5) THE TWISTED GUIDE 


Fig. 5 shows a co-ordinate system in which mutually orthogonal 
axes XY are rotated with respect to fixed axes xy, the angle of 
rotation being proportional to the axial co-ordinate z. Write 
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Fig. 5.—Twisted guide and helical co-ordinate system. 


p for 27/L, where L is the length in which the XY axes rotate 
360°. Then we have the transformation 


X =x cos (pz) + y sin (pz) 


Y = y cos (pz) — x sin (pz) | (25) 
7b, Oh J 


These co-ordinates are suitable to represent a guide of rect- 
angular cross-section uniformly twisted about the Z axis. For 
constant Z the X Y axes are obtained from the xy axes simply by 
a rotation through an angle pZ. Similarly the unit vectors iy 
and iy are related to i, and i, by a rotation. The unit vector iz, 
however, differs from i, owing to the fact that a Z translation, 
for fixed values of X¥ and Y, rotates the radius vector to the point 
under consideration. It is readily shown that 


iz = (i, — pyi,, + pxi,)M (26) 
where M2 = I + p2(x? + y?). 
Thus iz is not parallel to Z, but lies along a spiral path. It is 


not orthogonal to iy and iy. However, by resolution along the 
zZ axis it is readily shown that the z and Z components of any 
vector A are related by 


Az = MA, (27) 
where M is given by eqn. (26). 

The requirements for an electric field E in the twisted guide 
are that Ey = Oat Y= +4a, Ey = Oat X = +36 and E, =0 
at the surface of the guide. When these conditions are satisfied 
it is readily seen that the normal component of H is also zero 
at the guide surface. Let % be a solution of 


div grad & + k*ys = 0 (28) 


Then a solution of the wave equation5 


E = curl (4), H = (=) [grad (dx/dz) + ki,~b] 


Rives E, = df/dy, E, = — dus/dx, E, = 0 
or, changing to X YZ co-ordinates, 

Ey = [0 Y, Ey = — 0/0X, Ez =0 . (29) 
Hence we need a solution of eqn. (28) subject to the conditions 
d/9Y =0 at Y= +4a, and f/9X¥ =0 at ¥ = +4b. The 
vanishing of E, at the guide surface is satisfied, since eqn. (29) 
has a zero Z component. 

The form of eqn. (28) in helical co-ordinates may be found 
either from general considerations, or directly from the co- 
ordinate relations of eqn. (25). The details will not be given 
here. The equation for y is found to be 
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(+ py) +04 Px 
dup dp 
a 2p Yr Xz 


ory 


dXoY Ce 


2+ =0 
We seek a solution which varies as e~/YZ, where y is to be 
determined. An expansion in powers of p = 27/L is suggested, 
and we insert in eqn. (30) 
(31) 
im 


b = (ho + Py + Dy + 
k2 = y? = (17*]a*)(Ap + Aip == hob? ae 6 
Inserting eqn. (31) into eqn. (30) and equating powers of Pp leads 
to a set of equations for the ’s. The zero-order equation is 
Mo , Mo 
OM 2g One 


Subject to the boundary conditions, and if only the dominant 
mode can propagate as will be assumed, the solution of eqn. (32) is 


by = sin (7r¥/a) (33) 


Hence from eqn. (32) Aj = 1, as required to give y = k’ for an 
untwisted guide (p = 0). The arbitrary multiplying constant 
which could appear in eqn. (33) has been taken as unity. 
As discussed in the previous Sections, in order to treat a unique 


ear 


(32) 


2 
7 
a qatoto =0 


solution, the form for the #’s will not involve iq explicitly. The 
equation for x, is 
Op Oe ae ies 
5x2 >y27 i + 54: sin (7Y/a) 
+ 2jk'(7X]a)cos(7Y/a) = 0 (34) 


The most general form fitting the boundary conditions is a 
double Fourier series 


USS ced Ee 10) | cos Es | . (5) 
O20) 


Insertion into eqn. (34) gives 


Jive ee eee 
‘ ae fs =) cos Ee 10)| cos Es a 1») | 


(36) 


= ae , sin (7Y/a) + 2jk’(arX]a) cos (7¥/a) 


On the left the coefficient of % = sin (7Y/a) vanishes (m = 0, 
n = 1). - Hence, by the usual process for determining the coeffi- 
cients of a Fourier series, we find, for this term 


4a 
Teh 
—ta 


7 =) 
sin 


"hee sin ES + 2jk'(aX]a) cos ( “*) laxay 


This gives A, = 0, showing that, as anticipated, there is no 


first-order correction term in eqn. (31) for y. 


The remaining coefficients, 4,,,, may be found from eqn. (36) 


in the usual way. On carrying out the necessary integrations 
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and substituting back in eqn. (35), the following form for ys, is 
found: 


=; ple? eon 1 — cos mm 
: n=0 mai 72a m7? me 


=) 
oe (n? — 5 


1 + cos nm 


5 60s [x ae 1») | cos eee a 10) | . 37) 


where €& =l1,¢6,=O(> 0) 


The equation for 7%, may be shown to be 
d7yh ny op 
ox2 oY2 

+ A,(7?/a*) sin (7¥/a) — (7¥/a) cos (77 ¥/a) 
+ 2jk/(Xdp,[9Y — Ydy,/9X) = 0 


a 2 ¥2]72) 3 
4 ait — (m7? X?/a?) sin (77Y/a) 


(38) 


As with the determination of y,, ys, is assumed to be a double 
Fourier series, and after substitution into eqn. (38) the coefficient 
of sin (7rY/a) on the left-hand side is zero. Hence we have the 
equation from which A, may be found: 


ja 4b 
= | | sin (7Y/a)[(— 7? X?/a?) sin (7Y/a) 
—ta ~—4b 


+ A,(7?/a?) sin (7Y/a) — (7t¥/a) cos (7Y/a) 


+ 2jk’(Xd#,[dY — Yoduy,/9X)|dXdY (39) 
It is necessary to insert eqn. (37) into eqn. (39) and carry out 
the indicated integrations. The process is somewhat tedious but 
quite straightforward; the details will be omitted here. A> is 
found to be given by 


ab 32k’2b 


es LB oy e2f12) — se (40) 
Ries at 4 aa ae 


where 
see) 2—€ 


Sty 


n=0 m=1 


n — 
niga i cos mz)(1 + cos a7) 
bn? — n?) + a®m?(1 + n?) 


mer?|b2 + (n* — 1)1?/a? G1) 


The &’ indicates that the m = 1 term is to be omitted. 
The x = 0 term is 


Ss 1 
— (4a4/77) ae = er bJa2 


4a*[1 — Qa/7b) tan (arb/2a)] 
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Similarly, by summing with respect to m, it may be shown that 
the rest of the series of eqn. (41) is - 


fo) 3 az neab2 
 @ me 


12 
jie 2a 
mbv/(n2 — 1) 
Substituting into eqn. (40) gives A>. From eqn. (31) y may be 


l| 


(42) 


aan 1 
n2—1 


(43) 
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found. Denoting the wavelength in the twisted guide by Ar, SO 
that y = 27/A;, it is found that 


iy. yl Me 1 Me ab mb 
eee Ae EA BN" ia?) 3 


where ¢ = 47b/a, and 


256a? 
eS rt . (44) 


co 2, 
F() =~ tan dip) + ¥ es a 


Pe Eee 


tanh [\/(n? — an 
V(r? — Dp 
: or On? = 1 
The ies »» Gut 
(74/16 + 3777/8 — 8)/16 
2n? + 1 tanh [4/(n? — 1)4] 
EA Phe Vd? 
for values of 1 greater than about 2 approaches the form 
2n?(1 + 1/2n?) ease int 2n3 
Ci ti Rtn 8 ee — Leos Ge =I) 
in which form it is summable in terms of the ¢ function to 
1 
256d 


Using these values an alternative form of eqn. (44) is found: 


Ca a ef Bis GY) 
BoB TG TH+ Ga als ta 44 + Fy [foo 


G(d) = — 16-902 — 128 tan + 


pS {2 (n? + d(C? — ¥ tanh [2¢/(n? — ay} 


is summable to 


The term 


[10 — 21£(3) + 31£(5)] = 16-902/256¢ 


ee 1 


‘Eis 


The series is extremely rapidly convergent; for all practical 
purposes the first term suffices. 

The function 6 + 7? — 4427/3 4 
@=4nb/a in Fig. 6. Over the usual 


G(¢)/7*¢ is plotted against 
guide range of 


6 


6+ 12-4 7/3 + G(s)/474 


fe} = 
© oF o2f o3F O4F O-5F OOF 
gah 
a2 


Fig. 6.—Plot of correction formula against ¢ for twisted guide. 


0:3 <b/a<0°6 there is a substantial cancellation amongst 
the terms, and their resultant is small. However, as ba 
the tan ¢ term increases, becoming infinite for a square guide. 
For a narrow rectangular guide the polarization of the dominant 
mode is twisted as the guide twists. As the guide becomes more 
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and more square in shape, there is a tendency for the cross- 
polarized mode to be excited. This may be seen from the 
n = 0, m = 1 term of eqn. (37). The square guide is degenerate 
in this respect, and the solution cannot take the form of a 
single mode whose polarization twists with the guide. Since 
this assumption is really implicit in the choice % = sin (7Y/a), 
this is the cause of the breakdown of eqn. (45) ath =a. Two 
coupled modes would apparently be necessary to solve the 
problem by the above process, but an attempt to do this has 
not so far met with success. 

Fig. 7 shows the correction to the straight-guide wavelength 


CORRECTION TERM, 


Fig. 7.—Plot of correction coefficient against ¢ for twisted guide. 


for a series of values of A/a and of ¢ = 4zb/a. 
is defined by 


The quantity e 


1 1 

35 = y5(1 — ea’/L’) . (46) 
Aj. ~ 2 

and is plotted against ¢ in the diagram. The correction term is 
seen to vanish at some wavelength in the usual band, but the 
correction is far from negligible except for twists many times 
longer than the guide width. 


(6) CONCLUSIONS 


The wave equation has been-solved for three configurations ¢ 
rectangular-cross-section guide by the utilization, as independent 
variables, of an axial co-ordinate and two cross-section cc 
ordinates. The form of solution has been an expansion 
terms of a parameter which represents the departure of the 
system from the straight rectangular guide. In all cases th 
propagation coefficient has involved the square of the expa I 
parameter, so that two steps in the expansion of the field give one 
term in the expansion of the propagation coefficient. 
expansions have been completed for the first two perturbation 
terms in the field and the first term in the propagation coefficient. 

For the circular bends the results are presented in eqns. a ») 
and (24) for the guide wavelength, the correction terms being 
plotted in Figs. 2 and 4. Within the usual operating band bot 
correction terms go through zero, and are rather all 
numerically, within the range. The expansion process is 
straightforward, and can be readily continued, if required, 
further terms. 

For the twisted guide, the results are presented in eqns. (45) 
and (46), with numerical results in Figs. 6 and 7. Although 
correction terms go through zero within the usual operati 
band, the terms are far from being numerically small; in fact, 
the guide cross-section approaches a square shape the co 
becomes very large, showing the inadequacy of the expansion i 
this region. Since the expansion process involves a do 
summation per step, the next term in the propagation coefficien' 
would involve a six-fold summation, from which it is apparent 
that the method of solution is unsatisfactory when further terms 
are required. The problem of the twisted square guide remains 
unsolved. 
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SUMMARY 


Experiments have been made on the characteristics of magnetron 
oscillators at anode voltages from zero to the value at which the 
oscillations start. In particular, the noise in the anode current was 
investigated. Discrete peaks of noise were found in the spectrum, 
and the frequency at which they occurred varied in a regular manner 
with anode voltage and magnetic field strength. A qualitative explana- 
tion of these peaks is given, and the implication of these results on the 
mechanism of build-up of oscillations and the selection of modes of 
oscillation is discussed. 


(1) INTRODUCTION 


The theory of the magnetron oscillator so far published has 
in the main dealt with the conditions from which oscillations 
can build up, on the assumption that a high level of noise or a 
low-level injected signal is already present. Hartree and Bune- 
mann,! in their analysis of the interaction between electrons 
in the anode-cathode space and a rotating r.f. wave on the 
anode, obtain an expression for the minimum potential required 
to enable electrons to reach the anode when the wave has a 
vanishingly small amplitude. This minimum voltage, or thresh- 
old voltage as it is usually called, depends on the number of 
repeats of the r.f. wave around the anode, the magnetic field 
and the geometry of the interaction space. It is found in practice 
that the threshold voltage agrees closely with the voltage at 
which the magnetron starts to oscillate. However, to account 
for the high rate at which oscillations build up, it is also necessary 
to assume a high level of noise. 

Several papers have appeared which analyse the space charge 
based on a particular model. Of these, Gabor? considers the 
electron cloud as completely disordered and investigates the 
effect of initial velocities on the cloud characteristics. Hok? 
follows a similar analysis, but neither in this case, nor that above, 
is the fundamental disordering process fully discussed. Harris* 
investigates the stability of the single-stream steady state and 
finds that the electron cloud contains frequency components 
other than random ones, but no attempt is made to correlate 
the theoretical results with experiments. Harris initially inter- 
preted these frequencies as instabilities, but later reversed this 
opinion. 

It is well known, to the regret of many students who have 
used this method in an attempt to measure the ratio of 
charge to mass of an electron, that as the anode voltage of a 
cylindrical magnetron is increased, the valve starts to take 
current at a much lower voltage than the critical value at which 
the electron paths should just touch the anode. 

This has been variously attributed to mechanical or electrical 
irregularities of the system, to electronic oscillations, space- 
charge amplification or electron collisions. Other phenomena, 
such as cathode back-bombardment and enhanced noise, also 
await satisfactory explanation. 

On the theoretical side the equations governing the steady- 
state motions of the electrons yield two possible types of solution. 
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In one case the electron motion has a double-stream nature, in 
which all electrons leaving the cathode ultimately return to it, 
and thus at each point in space there will be electrons with 
components of radial velocity directed both towards and away 
from the cathode. The other solution is the single-stream steady 
state in which the electrons move in concentric circles about the 
cathode with zero radial velocity. Although there are objections 
to both these solutions, there has as yet been no experimental 
evidence which would enable a decision to be made between them. 

It is evident, therefore, that a determined experimental study 
of the behaviour of the magnetron space-charge cloud is long 
overdue, both to investigate the anomalies mentioned above 
and to decide between the various theories relating to the pre- 
oscillating magnetron which have been put forward. 

It seemed that two items particularly merited attention: 


(a) An experimental study of the magnetron space-charge cloud 
in the pre-oscillating state, in order to determine its exact role in 
the build up of oscillations, and from these measurements to decide, 
if possible, whether a single- or double-stream state is present. 

(6) An attempt to find the reason for the high electron tem- 
perature and to see whether this was a suitable term to use in 
describing the state of the electrons, since from theoretical con- 
siderations it was thought that the distribution of energy with 
frequency should not be continuous but should contain one or more 
peaks. 


For these reasons an investigation was first made of the noise 
output as measured by fluctuations in the anode current and as 
picked up either by a probe or by the cathode supports of the 
magnetron itself. Preliminary measurements soon showed that 
the noise did not have a uniform distribution, but contained 
some well-defined maxima. 

Measurements of the noise at a given frequency showed one 
or more peaks as the anode voltage was increased from zero to 
the threshold of oscillation. Further investigation showed that 
the voltages at which the noise peaks occurred varied with 
frequency. It became evident that at any voltage below the 
threshold of oscillation there was present a general background 
of noise which increased in amplitude as the anode voltage was 
increased, and superimposed on this background were more or 
less clearly defined peaks. These have been found at frequencies 
from 0-5 Mc/s up to, in some cases, 4 000 Mc/s. 

The paper is concerned with these peaks and their origin. 


(2) MEASUREMENT OF NOISE 


When the experiments were started it was thought that it 
would be necessary to make a magnetron having a probe in 
the interaction space in order to measure the noise. A 
valve of this type was, in fact, constructed. It soon became 
clear, however, that many useful results could be obtained by 
measuring the noise generated in an ordinary c.w. magnetron, 
by measuring either the fluctuations of anode current or the 
noise power radiated by the heater leads. This technique was 
useful because well-defined peaks of noise are present and a 
relation could be found between the voltage and frequency at 
which they occur. It is not possible by such a simple method 
to obtain a relation between the absolute noise output and fre- 
quency for any given anode voltage. This could only be done 
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by using a non-frequency-selective probe, and such measure- 
ments present great technical difficulties. 

Measurements have been made on several multi-segment 
magnetrons having 8, 10 and 18 segments. All these valves 
were designed to oscillate at a frequency of about 3.000 Mc/s in 
the 7-mode. However, as noise peaks were measured from 
0:5Mc/s up to and beyond the z-mode frequency, it is evident 
that for most frequencies up to, say, 0:8-0-9 of the z-mode 
frequency the presence of the segments had no effect and the 
valve could be treated as a cylindrical diode. 

For frequencies up to 100Mc/s, measurements were made of 
the anode-current fluctuations in a 50-ohm resistance in series 
with the magnetron. The relative noise power was measured 
in the conventional way using an oscillograph and a square-wave 
signal generator as a source of reference voltage.> This method 
is preferable to one using a square-law detector and meter since 
it enables one to distinguish between fluctuation noise and hum 
or coherent oscillations. At this point it should be stated that 
what is described as “‘noise’ is only so called because of its 
appearance on the oscillograph screen. No attempt has been 
made to check the randomness. All that can be said is that as dis- 
played on an oscillograph and with the bandwidths used (about 
1 Mc/s maximum) it is indistinguishable from random noise. 

For higher-frequency measurement a capacitive connection 
was made to the cathode lead of the magnetron and fed into a 
crystal mixer excited by a variable-frequency oscillator. A 
triode was used for frequencies up to 3 000 Mc/s, and klystrons 
were used for frequencies above this. The output from the 
mixer was fed into a 13-Mc/s if. amplifier of 4Mc/s bandwidth, 
_ which in turn fed a video amplifier and oscillograph. A signal 
generator at 13Mc/s which could be modulated with square 
waves was used as a reference voltage (see Fig. 1). 


Lan} LOCAL OSCILLATOR 


13Mc/s I.F. VIDEO 


AR be AMPLIFIER OSCILLOSCOPE 


CRYSTAL 
* CURRENT 


SIGNAL GENERATOR 
FOR I3Mc/s WITH SQUARE 
WAVE MODULATION 


Fig. 1.—Experimental arrangement used to measure magnetron 
noise. 


In making these measurements the current in the first detector 
was fixed and the height of the oscillograph picture was kept 
constant by varying the gain of the i.f. amplifier. This ensured 
that the first and second detectors were always working at the 
same level. A check was made of the variation in bandwidth 
of the receiver with gain, and it was found to be negligible. 
Also, since the noise level of the receiver was usually small 
compared with that of the magnetron, it was found that a change 
in noise of 1dB could be measured. 

In this receiver system, since there was no method for image- 
frequency rejection over so wide a frequency range, the output 
represents the sum of the noise from two bands 26Mc/s apart 
in frequency. Thus if a sharp peak of noise were received, it 
would appear as a double signal. By the use of a transmission 
cavity wavemeter in cascade with the lead from the magnetron 
the correct frequency at which the peak occurred could be 
distinguished. 


(3) RESULTS 
(3.1) Effects of Anode Potential and Magnetic Field 


Measurements were made of the noise output with variation 
of voltage for constant magnetic field and with the receiver at 


one frequency. The voltage was increased slowly from zero 


up to the value at which the valve oscillated. Typical curves © 


for two frequencies are shown in Fig. 2. The noise is plotted 
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Fig. 2.—Typical noise/voltage curves for 10-segment valve 
(H =2110 oersteds, anode diameter = 0:635cm, 
cathode diameter = 0-325cm). 


(a) 2 200 Mc/s. 
(6) 1000M¢e/s. 


relative to an arbitrary level which is not the same for the two 
curves. This must necessarily be the case since no attempt was 
made to obtain a non-frequency-selective coupling to the space 
charge. It is seen that, in general, the noise increased as the 
anode voltage was increased up to the value at which the valve 
started to oscillate. At intervals there were also peaks, which 
increased in amplitude with higher voltages, and there was 
always a maximum near the oscillation voltage. If curves such 
as these were plotted for several frequencies it was found that 
a given peak moved to higher frequencies as the anode voltage 
was increased. The relative heights of the peaks also varied, and 
at some frequencies no peaks could be found at all. It is not 
known whether this is a property of the magnetron or whether 
it is a function of the method of measurement, due, for example, 
to some frequency selectivity. The latter is not thought probable. 
As measurements were taken to higher frequencies the peaks 
became less pronounced. With the 18-segment valve (a valve 
with a large anode and cathode diameter) no peaks were 
found for frequencies above 2 500Mc/s. The curve of noise 
against voltage then became smooth, rising to a maximum 
at the oscillation voltage. However, measurements on the 
10-segment valve showed the presence of peaks up to and beyond 
3 500 Mc/s, while with the 8-segment valve peaks could be 
found up to 4 700 Mc/s. 

The voltages at which the noise peaks occurred were plotted 
against frequency, and it was found that the peaks lay on a 
series of curves diverging apparently from the origin (see Fig. 3). 
Since it was thought that the maxima occurred at voltages 
corresponding to an n-fold azimuthal variation in the space 
charge, it was natural to ascribe to these lines the numbers = 1, 
2, 3, 4, etc. On examining the curves to find such relations, it 
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Fig. 3.—Peak-voltage/frequency curves for 10-segment valve 
(H = 2110 oersteds, anode diameter = 0:635cm, 
cathode diameter = 0°325cm). 


— — — Threshold lines. 
Experimental lines, 


was found that with the 18-segment valve the lines for n > 2 
of the Hartree-Bunemann threshold relation fitted the curves 
very well. These equations take the form 


y=an(l) + 9(2) 


where A and B are geometric constants for the magnetron, H 
is the magnetic field strength, f is the frequency and n is the 
order of the mode under consideration. 

There was, of course, no external means by which the order 
to which each curve corresponded could be established. Further 
work on different sizes of valve led to the abandonment of the 
idea that the experimental lines were in fact the threshold lines, 
particularly measurements at low mn numbers, where two lines 
have been found at voltages greater than the threshold voltage 
for n = 2 and neither of these lines fits the » = 1 threshold curve. 

A series of measurements was also made for different magnetic 
field strengths, keeping the frequency constant. Again a series 
of lines was found—apparently straight within the limits of 
experimental error. Typical results of these measurements are 
plotted in Fig. 4. Again there is a similarity to the threshold- 
voltage lines but not complete coincidence. 

In this case it was possible to vary the anode voltage and 
magnetic field simultaneously, keeping the noise peak in view 
on the oscillograph, and thus to plot the variation of peak 
voltage with field directly for any particular peak. 


(1) 


(3.2) Cathode Temperature 


Measurements were made of the height of a noise peak at a 
fixed frequency with variation in cathode temperature. The 
cathode temperature was measured through a window in the 
side of the valve by means of a pyrometer. Measurements were 
also made of the emission at the knee of the emission curve. In 
this condition the cathode (thorium-coated tantalum) was 
practically saturated. The noise and saturated emission are 
plotted in Fig. 5. It is seen that the noise increases by about 
12dB as the cathode temperature is increased from 1200°C to 
1 800°C. The lowest temperature was that at which there 
was just sufficient emission to sustain oscillation, and the 
maximum was close to the melting point of thorium. 


(3.3) Back-Bombardment 
The back-bombardment of the cathode is of interest, since 
any excess energy which is given to the electrons must be derived 
from some interaction in the anode-cathode space, and ulti- 
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Fig. 4.—Peak-voltage/magnetic-field plot for 10-segment valve 
(f = 486Mc/s, anode diameter = 0:635cm, cathode 
diameter = 0:325cm). 
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Fig. 5.—(a) Variation of saturated cathode emission with temperature. 


(6) Variation of peak height with cathode temperature. 


H = 900 oersteds. 
f= 80Mc/s. 
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mately from the d.c. power supply. Accordingly the back- 
bombardment power was measured in relation to the anode 
current and anode voltage. Measurements were made using a 
photocell and reducing the power in the heater until the indi- 
cation was equal to that obtained before the h.t. supply was 
applied. This method assumes that the temperature distribution 
of the cathode due to the heater is the same as that due to back- 
bombardment. This is not strictly true, but the results are 
qualitatively valid. In Fig. 6 the back-bombardment, and back- 
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Fig. 6.—Back-bombardment and percentage back-bombardment as a 


function of anode potential (H = 900 oersteds, 18-segment-valve, 
anode diameter = 1-25cm, cathode diameter = 0-7cm). 


bombardment as a percentage of the power into the valve, are 
plotted against anode voltage. It is seen that the back-bombard- 
ment increases steadily up to the voltage at which oscillations 
commence (1-85kV), where it suddenly falls, indicating that more 
power is extracted from the electrons for the production of true 
oscillations. The curve of percentage back-bombardment falls 
steadily from a value of 60% and falls very rapidly from 30 to 
20% as true oscillations build up. 

In general in an oscillating valve the percentage back-bombard- 
ment falls to 3-5% by the time the normal operating point is 
reached. 


(4) THEORETICAL CONSIDERATIONS 


A full discussion of the theory of the pre-oscillating state will 
not be attempted here. However, a brief summary of some 
theoretical considerations which may be of importance will be 
presented, together with a discussion of the qualitative picture 
to which they lead. 3 

The observed peaks in the noise output may be due either to a 
selective amplification of noise within the space-charge cloud or 
to independent oscillation thereof. The meaning of these two 
terms requires some clarification in order to see how they may 
be applied to the magnetron. In a linear device with a clearly 
defined input and output, amplification may be said to occur if a 
signal applied at the input increases in strength along the length 
of the tube. If, on the other hand, in a similar tube the signal 
strength at any point increases with time to a first-order approxi- 
mation, the system is unstable and is inherently oscillatory. 
Some feedback of energy will be required for this to occur. 

In the magnetron there are two possible feedback mechanisms. 
If a double-stream state is admitted, electrons from the outer 
edge of the space-charge cloud can feed back energy towards 
the cathode, which is the origin of the noise. Alternatively, if 
pure amplification is postulated, the feedback can occur around 
the interaction space, and assuming some phase coherénce 
azimuthally, oscillation will take place. Guénard and Huber® 


have assumed pure amplification to explain the mechanism of a 
linear crossed-field device, and they have extended this to 
explain some oscillations in cylindrical magnetrons with fila- 
mentary cathodes. It seems likely, in fact, that both mechanisms 
of feedback are present in the magnetron. 

Owing to the phase coherence around the anode which is 
required to make use of the amplification mechanism, we might 
suppose that the oscillations would be relatively sharp. How- 
ever, since there are no resonant circuits to control them, it seems 
unlikely that they would appear as anything more than peaks in 
the noise spectrum, as is observed. At higher frequencies it is 
doubtful whether all the peaks present would be observed with 
the method of coupling used. In this region the anode block 
presents a low impedance to all frequencies displaced from 
those of its own spectrum. 

In the foregoing, some of the characteristics which must apply 
to the interaction of electrons and waves in a magnetron-type. 
structure are discussed. These will be equally valid for either a 
pure amplifying or oscillating process, or for a combination such 
as has been envisaged. 

For energy interchange to occur between a wave and the 
rotating electron cloud, it is necessary that their angular velocities 
should be nearly equal, i.e. some relation of the form 
w 0, 


r 


~ 


(2) 


n 


should be obeyed. Here 4, is the mean tangential electron 
velocity, r some radius as yet unspecified, and n is the number 
of repeats of the wave pattern round the anode structure. This 
relation is the basis of operation of most high-frequency valves 
and accelerators, and in the case of the magnetron, represents 
the first approximation to the threshold relation,’ particularly 
for low values of f/n. It seems reasonable, therefore, to try to 
correlate the points obtained with the threshold lines. As has 
already been shown, these lines show much similarity to those 
followed by the peaks, and the general trend is identical. How- 
ever, the threshold lines are not by any means followed strictly, 
and reasons for this deviation must be found. 

It was thought that some condition controlling the radial 
motion of the electrons might be of importance, and an investi- 
gation of this is to be published elsewhere. Consideration of 
radial motion implies that a double-stream model be adopted, 
and this is considered to be legitimate, since whatever are the 
current predictions of theory in this branch of the subject, it is 
clear, from consideration of the back-bombardment phenomenon 
alone, that a powerful returning stream does impinge on the 
cathode. It is, in fact, thought that the observed peaks in the 
noise spectrum arise from the same pre-oscillation phenomenon 
which is responsible for both anode current and _back- 
bombardment. ‘ 

The theoretical investigation referred to showed that there 
were certain frequencies for which no back-bombardment of the 
cathode occurred. That these frequencies could be present as 
oscillations, could be further inferred from the theory. It was 
clear from these experiments that the threshold relation is obeyed 
fairly closely, and it was thought that a close coincidence between 
these and the zero back-bombardment curves might exist. This 
may indeed be the case at higher frequencies, but there is no cor- 
respondence at the lower frequencies. The zero back-bombard- 
ment curves are compared with the relevant threshold curves for 
the 18-segment valve referred to in the experiments in Fig. 7, 
and they take the general form 


wo Nn, 


n r 


(3) 


where 7 is the transit time of an electron across the electron cloud. 


= f@) 


_ peaks undergo an increase in amplitude. 
occurred for any m number, the valve might well commence 
oscillation in that mode. 
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7.—Comparison of threshold lines and zero back-bombardment 
lines (H = 900 oersteds, anode diameter = 1:25cm, cathode 
diameter = 0-7cm). 

—-—-- Threshold lines. 
Zero back-bombardment lines. 


Fig. 


The importance of this relation from the point of view of initia- 


tion of oscillations and mode change might well be considerable, 


for it is not unreasonable to expect that, when the zero back- 
bombardment lines cross the threshold lines, the pre-oscillation 
If such a coincidence 


Similarly, if the hypothesis that the 
main cloud is little disturbed when the oscillation sets in be 
adopted (and there is much evidence to support this), the same 
considerations could lead to mode-changing. It is now clear, 
however, from the experimental results, that in determining the 
frequencies of oscillation, the threshold criterion is by far the 
more important relation. The cathode-damping condition may 
be that responsible for deviation from the threshold lines, 


‘stronger coupling to the outside. 


‘although if this is so it does not seem to be practicable to 


calculate how much the deviation would be. 

The actual detection of peaks will occur, in general, when 
a receiver couples to the electromagnetic field associated with 
them. At the lower frequencies, the peaks possess very little 
electromagnetic field and arise mainly from an interchange of 
electronic kinetic energy with the electric field. -We must con- 
sider the waves existing at these frequencies, then, as being 
predominantly space-charge waves. In a magnetron, there will 
always be a coupling to the cathode supports, in the first place 
from the axial thermal velocities of the electrons, and in the 
.second place from any inhomogeneity or slight skewness of the 
magnetic field (something of which always exists even under the 
most carefully controlled conditions). As the voltage is raised, 
it is observed that the general noise level increases. This is due, 
at least in part, to the fact that increasing the voltage increases 
the frequency and therefore the electromagnetic field, thus giving 
This increase in coupling 
with increase of voltage is of the utmost importance practically, 
‘since, not only does it imply greater coupling to the resonant- 
cavity system, but in addition the amplitude of the electro- 


_magnetic field associated with the space charge at any particular 


frequency will have a strong influence on the mode selection. 
The measured dependence on cathode temperature suggests 

that at least part of the process may be of the nature of a 

noise amplification, although, as suggested earlier, if increase 


in thermal velocity gives rise to increased couplings this will 


account for some of the apparent rise. 
The reason for the disappearance of peaks above 2 500 Mc/s 
in the case of the 18-segment valve is very probably due to the 
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weaker coupling of the higher-order modes to the cathode sup- 
ports. It is possible, however, that the effect may be real and 
that pre-oscillations cannot build up for an m number greater 
than a certain value. However, this runs counter to general 
magnetron experience, where z-mode operation has been ob- 
tained with very large numbers of segments. 

In general the percentage back-bombardment curves obtained 
are similar in form to those of Jepsen and Muller,’ their shape 
being not inconsistent with the ideas expressed above. The 
curve shown in Fig. 6 is not an entirely typical one in this 
sense, although its general trend is much the same. 

Although the curves of anode potential against frequency 
(see Fig. 3) appear to emanate from the origin, it is clear that 
an energy in excess of the thermal energy must be available 
before any amplifying or oscillation process of the magnitude 
of that observed can be set up. This energy is derived from 
the anode current alone, and at low frequencies it is dissipated 
almost entirely as energy of back-bombardment. As the voltage 
and frequency increase, more energy is stored and radiated by 
the electromagnetic field, and hence less is available for back- 
bombardment. This, of course, involves the assumption that 
those electrons which reach the anode have lost energy to the 
field—a fact clearly borne out by the relatively small thermal 
dissipation. 


(5) THE PROCESS BY WHICH A MAGNETRON STARTS 
TO OSCILLATE 

Let us consider the implication of these results on the build-up 
of oscillations in a multi-cavity magnetron. It is seen that, as 
soon as the electron cloud is excited to an energy above the 
thermal value, it commences to oscillate at one or more initially 
low frequencies with azimuthal variations of low order. As the 
anode voltage is increased and more energy is fed into the space 
charge, the frequencies increase and higher-order azimuthal 
variations become evident, the actual frequencies at which these 
resonances occur being determined by a relation of the same 
general form as eqn. (1). This relation will involve, amongst 
other things, the geometrical parameters of the block, and will 
be satisfied by the measured frequencies at which noise peaks 
occur. The curves on which the peaks lie are represented by 
the full lines in Fig. 8, where they are compared with the threshold 
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8.—Comparison of experimental pre-oscillation lines with 
theoretical threshold lines for 8-segment valve (H = 1 944 oersteds, 
anode diameter = 0:508cm, cathode diameter = 0-20cm). 
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lines. One of these curves will correspond most closely over some 
part of its range to the threshold-voltage line of a mode in the 
anode block having the same azimuthal periodicity. Thus, at 
the threshold voltage corresponding to the block resonance of 
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this mode, there will already be present in the space charge a 
high-amplitude oscillation having the same periodicity as the 
block resonance. This mode, therefore, will receive a strong 
excitation and will tend to build up. It would be possible by 
choosing the appropriate mode separation to have another pre- 
oscillation coincident with another mode, in which case some 
other form of mode competition must decide which oscillation 
will build up. Once the build-up occurs the focusing forces due 
to the block fields will tend to take control. This simple excita- 
tion of the 7-mode (” = 4) is shown in the curves obtained on an 
8-segment strapped valve (see Fig. 8). This valve was a c.w. 
valve which would start to oscillate in the 77-mode at 3 000 Mc/s. 
It is seen that the pre-oscillation curve coincides over a con- 
siderable length with the threshold curve, and that as the fre- 
quency is increased to 3 000 Mc/s, corresponding to the 7-mode 
resonance, the valve bursts into oscillation at a voltage corre- 
sponding to the threshold voltage (within experimental error). 

These results also indicate a second effect which may be 
important in the phenomenon of mode change. There is, at 
present, no satisfactory explanation of the factors which cause a 
magnetron to change its mode of operation from one to another. 
It is clear that the threshold voltage plays an important part, 
but it does not offer a complete explanation. It is essential for a 
mode change that the threshold voltage of the next mode shall 
be reached, otherwise the necessary energy conditions are not 
fulfilled. One might therefore expect that there will be a different 
effect if the pre-oscillation characteristic lies above or below the 
threshold voltage. If the pre-oscillation-voltage line is above the 
threshold-voltage line, the anode potential can be increased 
until the pre-oscillations excite sufficient voltage for the change 
to take place. However, if the pre-oscillation line is below the 
threshold line, the pre-oscillation will already have reached a 
higher frequency than that of the resonant mode by the time the 
voltage conditions are fulfilled. The amplitude in the new mode 
will thus be reduced and there. should be less tendency for the 
change to take place. It seems quite probable that the pre- 
oscillations do, in fact, persist in the region of the cathode even 
when the valve is oscillating. In one experiment which tended 
to verify this, the noise output of a magnetron in resonant modes 
other than the z-mode was observed. The noise output was 
found to increase up to and beyond the voltage at which the 
am-mode was excited. 

Consider now the build-up in the hypothetical case of an 
unstrapped 8-segment block in which the frequency of the n = 3 
mode is more or less equal to that of the zr-mode, (n = 4). As 
the voltage is increased the threshold for n = 5 (the reverse 
component of the = 3 mode, having identical symmetry so 
far as the block is concerned) is reached first, then n = 4 and 
finally n = 3. On the knowledge of the threshold voltages alone, 
it would be expected that the n = 5 mode would build up first. 
In fact, it is found from experiment that this can be the case, 
but it is not necessarily so. By suitable adjustment of cathode 
diameter the 7-mode may be the first to be excited. This has 
been explained in terms of the optimum coupling impedance 
being obtained for different ratios of cathode-to-anode diameter, 
but it may well be that by adjustment of cathode diameter the 
pre-oscillation line for the 7-mode can be made to correspond 
to the threshold line, whilst that for the » = 5 and n = 3 modes 
does not. 

The divergence of the lines is most marked for low n numbers, 
and thus for higher modes this method of mode selection becomes 
increasingly more critical. It is found, in fact, that in the design 
of magnetrons having large numbers of segments the cathode-to- 
anode diameter ratio has to be defined within very narrow limits. 


(6) CONCLUSIONS \ 


sy 

The experimental results described above have shown the 
presence of oscillations in the space-charge cloud down to 
extremely low voltages. Thus for all practical purposes the 
space charge can be considered as being always in a state of 
oscillation, and a true steady state therefore never really exists. 
The question of whether a single- or double-stream steady state 
is present is thus largely an academic one. 

The oscillations in the space charge give an explanation of 
the high electron temperatures which have been observed. It 
would be possible to use the term “‘temperature”’ in describing the 
general background of noise between the peaks, but the peaks 
themselves are essentially noise-modulated oscillations. 

The results obtained also throw some light on the behaviour 
of the magnetron space-charge cloud prior to the build-up of the 
main oscillation, and, in particular, give an explanation of the, 
high rates of rise of r.f. amplitude which are achieved with 
pulsed magnetrons. It seems most probable that the pre- 
oscillation modes also play a large part in deciding in which 
mode a magnetron will start to oscillate. If the qualitative 
explanation given above of the role of these oscillations is correct, 
an investigation of the effect on them of various magnetron 
parameters (e.g. cathode diameter) would no doubt prove fruitful 
in throwing more light on the phenomenon of mode change. 


(7) ACKNOWLEDGMENTS 


The authors are indebted to the Board of Admiralty for per- 
mission to publish the paper. 

One author (G. D. S.) has been working on related theoretical 
problems with Dr. D. Gabor of the Imperial College Electrical 
Engineering Department, and would like to record his thanks 
for stimulating discussions on this subject. 


(8) REFERENCES 


(1) WILtsHAw, W. E., RUSHFORTH, L., STAINSBY, A. G., LATHAM, 
R., Bais, A. W., and Kina, A. H.: “The High-Power 
Pulsed Magnetron. Development and Design for Radar 
Applications,” Journal I.E.E., 1946, 93, Part IIIA, p. 985. 

(2) Gasor, D.: “Stationary Electron Swarms in Electromagnetic 
Fields,” Proceedings of the Royal Society, A, 1944-5, 183, 
p. 436. 

(3) Hox, G.: “A Statistical Approach to the Space Charge 
Distribution in a Cut-Off Magnetron,” Journal of Applied 
Physics, 1952, 23, p. 983. 

(4) Harris, L. A.: “Instabilities in the Smooth Anode Cylin- 
drical Magnetron,” ibid., 1952, 23, p. 562, and 1953, 24, 
pei335: 

(5) CLayTon, R. J., Houtpin, J. E., Lamont, H. R. L., and 
WILLSHAW, W. E.: “Radio Measurements in the Deci- 
metre and Centimetre Wavebands,” Journal ILE.E., 1946, 
93, Part III, p. 97. 

(6) GuENARD, P., and Huser, H.: “Etude expérimentale de 
l’interaction par ondes de charge d’espace au sein d’un 
faisceau électronique se déplacant dans des champs. 
électrique et magnétique croisés,” Annales de Radio- 
électricité, 1952, 7, p. 252. 

(7) PosrHumus, K.: ‘Oscillations in a Split Anode Magnetron,” 
Wireless Engineer, 1935, 12, p. 126. 

(8) JEpseN, R. L., and MULLER, M. W.: “Enchanced Emission 
from Magnetron Cathodes,” Journal of Applied Physics, 
1951, 22, p. 1196. 


621.396.11.029.6 


\ 


Paper No. 1782 R 
Jan. 1955 


REVIEW OF LONG-DISTANCE RADIO-WAVE PROPAGATION ABOVE 30 Mcjs 


By W. J. BRAY, M.Sc.(Eng.), Member, H. G. HOPKINS, B.Sc., Ph.D., Member, F. A. KITCHEN, B.Sc., 
Associate Member, and J. A. SAXTON, D.Sc., Ph.D., Member. 


(The paper was received 27th August, 1954.) 


SUMMARY 


The purpose of the paper is to summarize the present state of 
cnowledge concerning the factors affecting long-distance radio-wave 
sropagation at frequencies above 30Mc/s. Attention is drawn to 
yarious ionospheric and tropospheric propagation mechanisms and 
heir broad characteristics. The account of these special processes is 
mreceded by Sections dealing with selected aspects of ‘‘normal’’ 
ropagation. A comprehensive Bibliography is included. 


(1) INTRODUCTION 


In this paper, which covers the frequency band from 30Mc/s 
o 100Gc/s,* a general account is given of the factors affecting 
ong-distance propagation. Although a great deal of research 
‘emains to be done, it is thought that a brief review of these 
alient propagation features is useful at the present time, when 
nore and more services are operating above 30 Mc/s. The paper 
jescribes some of the factors which have to be taken into account 
when considering long-range reception, and—perhaps more 
mportant—when considering the likely incidence of interference 
yetween well-separated stations operating on the same or 
1eighbouring frequencies. 

The account is divided into two main sections dealing respec- 
ively with transmission under ‘‘normal’’ conditions and trans- 
nission when special propagation mechanisms are operative. 
[his division, although convenient for the present purpose, is 
irtificial in that some of the features mentioned under the 
‘normal’’ section (e.g. the effects of obstacles) are of importance 
vhatever the propagation mechanism; and, conversely, the future 
nay show that certain of the mechanisms here described as 
‘special’’ are, in fact, of common and universal occurrence. 

Throughout the paper the terms very high frequency (v.h.f.), 
ultra-high frequency (u.h.f.) and super-high frequency (s.h.f.) 
efer respectively to the bands 30—300Mc/s, 300Mc/s—3 Ge/s 
ind 3-30Gc/s. 


(2) NORMAL PROPAGATION 
(2.1) Influence of Standard Atmospheric Refraction 


The refractive index of the atmosphere, which is about 1-0003 
it the earth’s surface, depends on the pressure, temperature and 
vater-vapour content of the air. When the lower atmosphere is 
vell mixed, the refractive index decreases uniformly with height 
yy about 10~° per hundred feet; these are referred to as ‘‘standard”’ 
conditions. Thus, under standard conditions of refraction there 
s a slight downward bending of radio-wave trajectories and the 
adio-horizon distance is greater than the geometrical one. The 
ffect is equivalent to the hypothetical case of rectilinear propaga- 
ion through a homogeneous atmosphere above an earth of radius 
|/3 times the true physical radius. _The radio-horizon distance, 


* 1 gigacycle per second (Gc/s) = 1 000 Mc/s. 
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D, between two terminal aerial systems is thus given approxi- 
mately by 
D = \/(2h,;) + +/(2h2) statute miles . . . (1) 


where h, and hy are the respective aerial heights in feet. If D is 
measured in kilometres and A, and hy in metres, the numerical 
factor is 4-14 instead of 1/2. The distance given by the equation 
is about 15% greater than the geometrical-horizon distance. 


(2.2) Diffraction Around the Earth’s Surface, with Standard 
Atmospheric Refraction 


The attenuation rate with the standard atmosphere for both 
horizontal and vertical polarization and in the absence of 
atmospheric attenuation at super-high frequencies (see Section 
2.5), at distances well in the diffraction region beyond the radio- 
horizon distance, is given by 


a = 0-152 f1/3 decibels per statute me Q) 


= 0-095 f1/3 decibels per kilometre 


where f is the operating frequency in megacycles per second. 
Eqn. (2) applies to diffraction around a smooth earth. Thus, 
diffractive attenuation in the band concerned increases from 
about 0-3dB/km at 30Mc/s to 1:4dB/km at 3Gc/s. Such high 
rates of attenuation tend to restrict service ranges to approxi- 
mately that of the radio horizon between the terminal aerials, 
particularly as the frequency is increased. 

Eqn. (2) is strictly applicable only at points which are beyond 
the radio horizon by amounts which vary with the heights of the 
terminals and the operating frequency. At centimetre wave- 
lengths the equation may, for practical purposes, be taken to 
apply from the horizon distance itself, but at longer wavelengths 
the horizon distance must be considerably exceeded. For 
example, at 30Mc/s with transmitter and receiver both at a 
height of 200m it must be increased by 32km, and with both at 
a height of 2000m by 80km; at 300Mc/s, with both terminals 
at a height of 50m it must be exceeded by 16km, and with 
both at 500m by 40km. If the transmitter or receiver height is 
very high or very low compared with the other, these excess 
ranges increase. Thus, at 30Mc/s, when h, is 200m and hp is 
10km the range excess is 160km; when h, is 200m and Ap is 0 
it is 100km: these figures will obviously be the same if transmitter 
and receiver heights are interchanged. At distances closer to 
the radio horizon than those indicated by the above examples, 
the attenuation rate will be less! than that given by eqn. (2). 

In circumstances where a degraded quality of reception is 
acceptable, use can be made of the signals beyond the service 
range of the transmitter. Eqn. (2) shows that well in the diffrac- 
tion region the field strength is reduced by 10dB for an increase 
in distance ranging from about 35km at 30Mc/s to 7km at 
3Gc/s. If other conditions are kept constant, these distances 
therefore indicate the order of range extension beyond the 
service range of the transmitter to be expected for a degradation 
in signal/noise ratio of 10dB. It will be appreciated that these 
figures are intended only as a rough guide and there is an implicit 
assumption that the service range of the transmitter itself extends 
somewhat beyond the horizon. 
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The increasing diffractive attenuation beyond the horizon 
with increase of frequency very largely offsets the effects of the 
increase in aerial gain which becomes possible with increasing 
frequency. Consider a given aperture having a gain of 10dB at 
300 Mc/s; its use at this frequency instead of an aerial with 0dB 
gain will, for points well beyond the horizon and for a given 
signal/noise ratio, increase the range of reception by 16km. 
Although an aperture of the same size has a gain of 30dB at 
3Gc/s, the increase of reception range (over an aerial with 0dB 
gain) is limited to 22km by the frequency law indicated in 
eqn. (2). 

The above examples serve as illustrations of the application 
and limitations of eqn. (2) which, it must be remembered, is true 
only for smooth-earth propagation under standard conditions 
of atmospheric refraction at distances well beyond the horizon. 


(2.3) Effects of Surface Roughness 


The discussion given above has been based on an idealized 
earth, i.e. one which is perfectly smooth. For transmission over 
the sea at the low-frequency end of the band under review this 
condition is most closely satisfied, but under other circumstances 
the structure and nature of the surface plays a large part in 
determining the fields experienced in practice. 

The roughness of the surface reduces its reflection coefficient, 
so that the deep field minima at certain points within the horizon 
to be expected under smooth-earth conditions are less likely to 
occur. Observations show, in addition, that the general field 
strengths within the horizon are lower than would be expected 
on smooth-earth theory (see Section 2.4). Beyond the horizon, 
in the diffraction region, the roughness of the land or sea surface 
between transmitter and receiver upsets the ideal relation between 
the various terms in the expression from which the resultant field 
is computed. It is found that fields in this region are greater 
than would be expected for smooth-earth propagation and it is 
possible, though by no means certain, that the roughness of the 
terrain is a significant contributory factor. 

U.H.F. measurements for standard conditions of atmospheric 
refraction show rather similar basic characteristics for both 
overland and oversea transmission. On the higher frequencies 
in the band, diffuse reflection takes place from most types of land 
or sea surface, specular reflection occurring only at almost zero 
grazing angle. Accordingly, there is often an appreciable 
reduction in the strength of the reflected wave (especially for 
horizontally-polarized radiation), and it has been suggested that 
this may contribute to an enhancement of field strength at points 
beyond the horizon to values greatly in excess of those calculated 
on the smooth-earth basis. For propagation over the sea the 
effective reflection coefficient varies over a wide range with the 
state of the sea surface, so that field strengths in the diffraction 
region beyond the horizon are not characteristically stable, 
particularly at the higher frequencies. There is similarly a 
general tendency toward decreased stability in transmission 
characteristics in overland transmission as the degree of obstruc- 
tion of the propagation path is increased. 

The roughness of the surface also affects the structure of the 
refractive-index profile of the air above it, and—particularly 
overland—upsets the concept of horizontal stratification. In the 
present state of knowledge it is not possible to say more than that 
field strengths computed on this basis are most likely to be 
reliable over the sea well removed from coastlines, or over very 
flat, uniform desert country. 


(2.4) Effects of Large Obstacles 


We are concerned with two broad categories in this treatment: 
(a) where the effect of an individual obstacle is predominant, 
and (5) where the collective effect of many obstacles is of im- 


AND SAXTON: REVIEW OF 


portance. The second grouping merges into surface roughness 
as discussed in the preceding Section. 

For single obstacles of simple geometrical form, dita 
theory may be applied. Fresnel treatment, implying no dis- 
tinction between horizontally- and vertically-polarized radiation, 
can be applied when the terminal points are well removed from. 
the obstacle. Thus, a hill?-3 may be regarded as a sharp edge at 
which the direct and ground-reflected waves of the incident 
radiation are diffracted. The field at the receiver can similarly 
be resolved into direct and ground-reflected rays emanating from 
the edge, and these waves will give rise to the usual interference 
pattern on and above the earth’s surface. In exceptional cases 
where the geometry of the transmission path is just right, very 
strong signals can be obtained in the shadow of the ridge. In 
general, these special conditions will not be met, but the possi- 
bility should not be overlooked that the edge-diffraction loss at 
a high mountain range intervening in a long transmission path. 
may be smaller than that arising from continuous diffraction 
round the curved surface of the earth over a smooth path of 
similar length. The effects of a tree or mast may be treated in 
the same way,>’® using the Fresnel method. 

When the terminal points are close to the obstacle, a more 
rigid approach must be made. For example, McPetrie and 
Ford’ investigated the attenuation caused by bare cylindrical 
ridges of radii from 375m to 3:3km over a frequency range of 
about 30Mc/s to 3Gc/s. For horizontal polarization the 
measured attenuation in the shadow of the ridge agreed with the 
exponential law of Domb and Pryce! for a cylinder of the 
appropriate radius. For wavelengths longer than 50cm it was 
found that vertically-polarized radiation gave a better signal in 
the shadow of the ridge, whereas horizontally-polarized radiation 
gave a better signal outside the shadow. For wavelengths 
shorter than 50cm there was no observable difference between 
the signals obtained with vertical and horizontal polarization. 

Where the collective effect of many obstacles is the deter- 
mining factor, the field-strength variations from place to place 
will depend upon the general character of the terrain irregularities. 
For example, spatial variations will be much greater when there 
are hills which obstruct the transmission path than when there 
is a clear path over an undulating surface. The variations will 
increase with increasing frequency. Where many obstacles are 
involved, it is impossible to estimate the field-strength changes 
from place to place, and a statistical approach is necessary.®-!2 
For example, it has been found that, using horizontal polariza- 
tion within the radio horizon, over stretches of hilly country the 
median field-strength falls below the smooth-earth value by 
about 6dB/octave for frequencies above about 70Mc/s. The 
available data, however, are very limited, and it is not possible to 
draw any general conclusions except for the class of terrain for 
which most experimental results are available. 


(2.5) Attenuation due to Oxygen, Water Vapour, Clouds, Fog 
and Precipitation at super-high Frequencies 


At very high and ultra-high frequencies the atmosphere does 
not produce any attenuation by absorption (loss) occurring in its 
constituents; nor is appreciable attenuation caused by the scatter- 
ing arising from ‘‘patchiness”’ in the permittivity structure of the 
atmosphere, which in turn is due to atmospheric turbulence. As 
will be seen later (Section 3.7), this last scattering mechanism may 
produce appreciable fields at long distances, but the scattering 
process diverts only a very small proportion of the energy and 
therefore introduces but little attenuation along any given radius 
from the transmitter. 

At about 3Gc/s, however, attenuation due to absorption in 
the oxygen and water-vapour in the air, and absorption and 
scattering due to water drops and collections of ice crystals, 


begin to be significant and at higher frequencies become dominant 
factors in limiting the range of reception. 

Oxygen!3-21 has a magnetic dipole moment which interacts 

| with the magnetic field of the radiation and produces a resonance 
absorption band with a peak centred at about 60Gc/s. From 
3 to 30Gc/s the oxygen absorption of the air increases from 
‘about 0-01 to 0:02dB/km; it then rises sharply to the peak value 
of about 14dB/km at 60Gc/s and then falls, although there are 
other peak values at still higher frequencies.!6-?! These values 
refer to air at ground pressure. At frequencies well removed 
from, and lower than, 60Gc/s the attenuation rate may be taken 
|as proportional to the pressure and inversely as the square of the 
/absolute temperature; thus the attenuation values quoted will be 
/reduced at high altitudes. The molecule of water vapour has an 
electric dipole moment such that resonance, and therefore 
increased absorption, occurs at frequencies of about 22-5 and 
187Gc/s, owing to interaction with the electric field of the 
radiation.15. 21-24 
__ The relative influence of oxygen and water-vapour absorption 
varies with the operating frequency and the amount of water 
vapour present. While oxygen is distributed uniformly along a 
given propagation path at a fixed height, the amount of water 
vapour present, and hence the absorption of energy due to it, 
may vary. The absorption due to the atmospheric gases at a 
given frequency can be calculated if the pressure, temperature 
and water-vapour content of the air are known.!3»22__ There is 
good agreement!5-20 between the theoretical and measured 
values of oxygen absorption, and similarly in the case of water 
vapour for the absorption band centred about 22-5Gc/s. Some 
discrepancy exists between the theoretical and practical values 
of water-vapour absorption for the band centred about 187Gc/s 
and for other bands at still higher frequencies, all of which make 
some contribution to the absorption in the millimetre and 
centimetre wavebands. 

Taking various temperatures and absolute humidities of the 
atmosphere to be representative of typical and maximum 
absorption conditions in polar, temperate and tropical-equatorial 
regions, the associated atmospheric attenuations of radiation 


Table 1 


ATTENUATION CAUSED BY ATMOSPHERIC GASES 


Attenuation 


Tropical-equatorial 


Temperate region region 


Polar region 
Frequency 


Maximum 
(02.G,; 
WwW 


31 gm/m3) 


Typical 
(eter 


W.V. 
10gm/m3) 


Maximum} Typical 
(20° C, (2S°.C; 


W.V. W.V. 
17 gm/m/3) | 18 gm/m3) 


Typical | Maximum 
V.|(5° C, W.V. 
7gm/m3) 


dB/km 
0-007 
0-01 
0-02 
0-15 


dB/km 
0-007 
0-02 
0-04 
0:4 


dB/km 
0-007 
0-015 
0-025 
0:2 


dB/km 
0-007 
0-02 
0-035 
0°35 


of various frequencies in the s.h.f. band for a total atmospheric 
pressure of 76cm (1 013mb) are given in Table 1.25. 26 
Theoretical prediction of the magnitude of the attenuation 
due to fog and fine-droplet clouds is in good agreement with the 
observed results. Owing to the small size of water droplets 
constituting fogs, the attenuation (in decibels per kilometre) at a 
given temperature and frequency in the s.h.f. band is proportional 
to the total mass of water per unit volume of air. To a good 
degree of approximation, the attenuation of radio waves may be 
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Table 2 
ATTENUATION CAUSED BY FOG, EXCLUDING CONTRIBUTION DUE 
TO ASSOCIATED WATER VAPOUR 


Attenuation at various visual ranges in fog 
Frequency 


60m 90m 150m 225m 


dB/km 
0-001 
0-01 
0-02 
0-07 


Ge/s dB/km 
3 2 0-008 
95 “ 0:08 

13°35 


dB/km 
0-004 
0-04 
0-08 
0-25 


dB/km 
0-002 
0:02 
0:04 
0-12 


é 0-15 
25 ; 0:45 


related to the visual range in a fog, as shown in Table 2 for a 
temperature of 0°C.?5 

Fogs are expected to give rather Jess attenuation at higher 
temperatures; and to obtain the attenuation in fogs of similar 
visual ranges in temperate (about 15°C) and tropical-equatorial 
regions (about 25°-30°C), the above values should be multiplied 
by 0-6 and 0:4 respectively. In Tables 2 and 3 the attenuations 
shown are for the liquid water alone; oxygen and water-vapour 
attenuations are additional. 

The attenuation due to rain in the s.h.f. band increases with 
frequency and with increasing rates of precipitation, in accord- 
ance with the theoretical predictions. Since the drop-size 
distribution varies with the rate of precipitation, it is not possible 
to use a simple conversion factor to allow for variations in tem- 
perature. In Table 3, typical attenuation values are given for 
conditions in polar, temperate and tropical-equatorial regions.?> 

In this country a precipitation rate of 5mm/h for one hour 
is likely to be exceeded on some ten occasions per year, and a 
rate of 50mm/h will probably occur only for a few minutes once 
per year. Furthermore, it has been estimated that precipitation 
rates exceeding 25mm/h are unlikely to occur over an area more 
than four miles in diameter, so that high attenuation will probably 
be confined to a small proportion of the propagation path. 

In almost all circumstances likely to occur in practice, at 
frequencies below 30Gc/s the attenuation produced by ice 
particles in the atmosphere, whether in the form of hail, dry 
snow or ice-crystal clouds, is very much less than that caused by 
rain at the same mass-rate of precipitation. For raindrops and 
hailstones of similar diameter (equal to 0:3cm) the ratio between 
the attenuation due to hail and that due'to rain at the same mass- 
rate of precipitation (both attenuations being expressed in 
decibels) is estimated to be about 0:1 at 3 and 30Gc/s, reaching 
a minimum value of 0-01 in the region of 10Gc/s. 

The average cloud, containing about 0-15gm/m3 of liquid 
water, is expected to give an absorption of about 0-6dB/km at 
100Gc/s, and a hundredth of this at 10Gc/s. Since clouds do 
not, in general, exist along a large proportion of a propagation 
path, absorption is negligible even if the clouds are at a low 
temperature. Similarly, the attenuation due to ice-crystal clouds 
is negligible. 

The deleterious effects of precipitation in relation to radar 
operation in the s.h.f. band are discussed in Reference 25. 


(3) SPECIAL PROPAGATION MECHANISMS 


In Section 2 the main propagational factors relevant to 
reception under normal-conditions have been briefly discussed. 
In the present Section an outline is given of special propagation 
mechanisms which under certain circumstances are conducive to 
long-distance reception. 

It is convenient to focus attention on two main regions above 
the earth’s surface: the ionosphere extending from somewhat 
below 100km to a few hundred kilometres above the surface, 
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Table 3 


ATTENUATION IN RAIN, EXCLUDING CONTRIBUTION DUE TO ASSOCIATED WATER VAPOUR 
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and the troposphere ranging from ground level up to about. 
10 or 20km. In the former region it is the presence of free 
electrons which accounts for the refracting, reflecting and 
scattering properties, while in the troposphere these properties 
result from the non-uniform refractive-index structure of the air 
caused by spatial variation of pressure, temperature and 
humidity.27 

Jonospheric effects will be discussed in the first four sub- 
sections and tropospheric mechanisms in the subsequent three. 
Thus the order of the sub-sections corresponds roughly to the 
frequency order, effects most important in the y.h.f. band being 
considered first. 


(3.1) Propagation by way of the F2 Layer 


The F2 layer—the highest in the ionosphere, with a height 
ranging from 250 to 400km—plays an important part in enabling ( 
world-wide communication to be carried out at high frequencies. 
When the maximum density of ionization within the layer is. 
sufficiently high, waves at the low-frequency end of the y.h-f. 
band also may be reflected and received at large distances. As © 
with h.f. transmission, a minimum distance (skip distance) over 
which reception is possible is set by the frequency of operation, 
the maximum density of ionization within, and the height of, 
the layer. The higher the frequency, the lower the maximum 
ionization density, and the higher the layer, the larger is the skip 
distance. Routine observations of the height of the layer and its. 
maximum density are made at a number of observatories through- 
out the world. From these measurements at vertical incidence 
the reflecting properties of the layer are estimated for the very 
oblique angles of incidence (small grazing angle) necessary for 
long-distance communication. It is usual to express the maxi- 
mum usable frequency (m.u.f.) at which communication between 
any two points can occur via the F2 layer at a given time, as the 
product of an m.u.f. factor and the critical frequency at the point 
of reflection; the critical frequency is the frequency at which 
penetration first occurs at vertical incidence as the frequency is 
increased. The m.u.f. factor strictly relates to single-hop: 
conditions, but means are available to extend its application to 
multi-hop circuits. The curvature of the earth imposes a 
maximum range for single-hop transmission of about 4 000km. 
Multi-hop transmission is possible within this range and also to 
greater distances, but generally becomes less likely as the 
frequency increases, since, as the order of reflection increases, 
the incidence of the ray at the layer becomes steeper and waves 
of a given frequency can thus penetrate more readily; further- 
more, multi-hop transmission to great distances can occur only 
when there is sufficiently dense ionization within the layer over 
wide geographical areas. 

In the F2 layer, ionization conditions suitable for v.h.f. 
propagation occur most frequently at the maximum of the sun- 
spot cycle. It is considered that circumstances will arise only 
extremely rarely when F2 propagation is possible above about 
70 Mc/s, and this limit frequency will be lower as the range is 
closed from about 4 000km. 


(3.2) Propagation by way of Sporadic-E Ionization 


Long-range propagation of waves at the lower end of the 
v.h.f. band can occur as the result of abnormally dense ionization 
appearing in a thin stratum of the E region at about 100km 
above the earth’s surface. This is termed sporadic-E ionization 
(Es) since it generally exhibits highly irregular variation with 
time and position. Its importance lies in the fact that it occurs 
low down in the ionosphere and that high ionization-density 
gradients are involved. Consequently m.u.f. factors (ranging ~ 
up to 5-6) for Es propagation are much higher than the corre- 
sponding F2 values for a given length of circuit. On the other 
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hand, the critical frequency is generally, but not always, lower 
than the F2 value, reflection may be only partial and the layer is 
seldom dense over wide areas; multi-hop transmission is accord- 
ingly most unlikely and the maximum range of transmission 
cannot much exceed 2 000km because of the limitation set by 
the curved surface of the earth. As with propagation by way of 
the F2 layer, a skip distance exists within which reception will 
not generally be possible, but in contrast with F2 propagation, 
points within the skip may occasionally be reached by very-high- 
power transmitters; this is because weak partial reflections can 
occur in the Es case, whereas for F2 transmission all of the 
energy incident more steeply than the angle corresponding to the 
skip distance penetrates the layer and is not returned to the earth. 
Except under rare circumstances and when very high power is 
used, the minimum Es skip distance is expected to be about 
600km at 30Mc/s, rising to 1 500km at 54Mc/s and 2000km 
at 60Mc/s. Furthermore, at a given distance (greater than the 
skip distance) the reflection coefficient of the layer decreases with 
increase of frequency. Thus, for a given transmitter power the 
tange of distances from which reception via the Es layer is 
possible falls steadily and becomes very small for frequencies 
about 60Mc/s. These examples are representative of conditions 
in Western Europe. As an example of the exceptional con- 
ditions which can arise when very high power is used at the 
transmitter, it may be noted that for about half an hour in one 
day during the summer of 1953 the Kirk o’Shotts television 
signals on 53 Mc/s were intercepted via the Es region at a range 
of 550km. It may be remarked that the intensity of ionization 
in the Es layer in this part of the world increases and decreases 
In sympathy with normal E-ionization; consequently long- 
distance interception via the Es layer is more likely by day than 
by night and in local summer months. On the other hand, in 
high latitudes the reverse is true and limiting frequencies are 
higher than those mentioned above. 


(3.3) Propagation by way of Scattering from the E Region 


Scattering from the E region?® produces weak, rapidly 
fluctuating, but substantially continuous signals at metre wave- 
lengths from a few hundred kilometres up to a maximum distance 
of about 2000km set by the curvature of the earth. The im- 
portance of this propagation mechanism arises from its availability 
on occasions when other of the mechanisms under consideration 
are absent. In the foregoing Sections it has been possible to use 
the picture of an ionospheric layer behaving as a reflecting surface 
and having special properties of reflection in respect of frequency 
and conditions of incidence. But in practice the ionization 
density is not homogeneous and a scattered component of 
radiation exists as well as the reflected signal. When the operating 
frequency exceeds the m.u.f., the energy which would have been 
reflected to the receiving point penetrates the E layer, but the 
weak scattered component remains to provide a possible means 
of communication. The scattering centres are regions of more- 
than-average electron density in a state of more or less random 
relative motion,2? believed to be distributed over a thin layer 
about 100km above the earth’s surface. Although the energy 
impinging on this stratum is mainly scattered forward (trans- 
mitted) along the direction of incidence, a small proportion of it 
is deflected and may be intercepted at a distant receiving point 
provided that the portion of the scattering region illuminated by 
the transmitter is “‘visible’’ from the receiving position. Since 
the received signal is the resultant of a very large number of 
contributions of varying amplitude and phase, a received carrier 
appears to be modulated by a band of noise a few cycles 
wide, and’ pulse-modulated signals are lengthened by perhaps 
10microsec owing to the delay imposed on the more widely 
deviated scattered components. 


For given transmitting and receiving aerials directed at the 
scattering region over the mid-point of the path, theory sug- 
gests?8, 3° that the received signal-power depends on the following 
factors: 

(a) The thickness of the scattering layer: the thicker ‘it is, the 
more centres are illuminated and the higher the field strength. 

(5) The magnitude of the mean-square fractional variation in 
electron density: the more intense the spatial fluctuations within the 
scattering layer, the greater the signal. 

(c) The scale of turbulence, roughly corresponding to the average 
size of the blobs of high ionization-density. 

(d) The angle at the scattering centre between the direction of 
incidence (direction from transmitter) and the direction of scatter 
(receiver direction): as this angle of deviation increases from zero 
(forward scattering) the signal from a given scattering centre falls off 
very rapidly. 

(e) The frequency of the transmitter: the received signal power 
te Bae very rapidly with increase of frequency through the y.h.f. 

and. 

(f) The distance of the transmitter: the received signal power 
would not be expected to vary rapidly with distance, since the 
reduction in signal strength due to increasing distance is offset by 
the necessarily associated reduction in the angles of deviation at the 
various scattering centres. Thus, from a maximum distance of 
about 2000km (determined by the height of the scattering region 
and the curvature of the earth) down to a few hundred kilometres, 
no very great change in received signal power would be expected. 


(3.4) Propagation by way of Aurorae 


The intense ionization produced at the base of auroral streamers 
contributes to the properties of the Es layer at high latitudes 
(Section 3.2). It is possible in addition to obtain reflections at 
the low-frequency end of the v.h.f. band from the streamers 
themselves3!-34 which may give rise to long-distance propaga- 
tion. The streamers may be considered very crudely as long 
corrugated conducting sheets having lateral dimensions large 
compared with the wavelength and following the general direction 
of the earth’s magnetic field. In the high latitudes where aurorae 
are of most frequent occurrence the earth’s field has a strong 
vertical component, so that the general direction of the sheets 
will usually be less than 25° to the vertical. Auroral displays 
occur most frequently at a height of about 100km; there is a 
sharp lower boundary to the distribution, but no corresponding 
well-marked upper limit, auroral effects being observable on 
occasion at heights of several hundred kilometres. 

For a large received signal-power the transmitter and receiver 
should be beamed at the streamers, and reflection will occur 
from those parts of the streamer surfaces which are suitably 
disposed relative to the transmitter and receiver directions. The 
reflection points must be “‘visible’” from both transmitter and 
receiver; that is, with an arbitrary maximum height of 400km, 
each terminal must be within 2 000km of the streamer and the 
maximum distance between transmitter and receiver cannot exceed 
4000km. Much smaller transmitter-receiver separations would, 
however, be expected to be more favourable, because the above 
ranges are based on a height of 400km, whereas 100km is more 
representative; and, on the basis of the crude model, the multi- 
plicity of intervening sheets between transmitter and receiver at 
extreme transmitter-receiver separations might be expected to 
preclude reflection from any suitably disposed sheet situated 
along the line joining transmitter to receiver, except perhaps 
when both terminals are only just outside the auroral belt. In 
practice, the smaller transmitter-receiver separations appear 
more favourable, the maximum separation reported being 
1 200km at 50Mc/s;33 there is no evidence of skip effects. It 
should be noted in conclusion that recent experimental work on 
35 and 74 Mc/s3> strongly suggests that, at least in some circum- 
stances, long-distance propagation may result, not from reflection 
from the aurorae themselves, but by scattering from the ground 
on the far side of the auroral display. On this basis, propagation 
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is by way of an enhanced Es layer. Clearly more experimental 
data are required before the auroral propagation process is 
fully understood. 

Experience shows that the signals propagated by the auroral 
mechanism are badly mutilated by extremely rapid fading, with 
components of the order of tens or even hundreds of cycles per 
second.3 Telephony may be practicable at 30Mc/s and 
occasionally at 50 Mc/s; at 144 Mc/s, however, it is unintelligible, 
although telegraphy at hand speeds is readable. 

In the northern hemisphere?® the contour of most frequent 
occurrence of aurorae overhead is a circle centred in the region 
of the geomagnetic pole and having a radius of about 20—25°. 
Thus it extends as far south as Labrador (60°N), but in longitude 
70°E it reaches only the northernmost part of Novaya Zemlya 
(77°N). The corresponding contour in the southern hemisphere 
is believed, on the basis of rather meagre information, to be about 
20° in radius;3® 37 it extends as far north as 55°S in the general 
longitude of Tasmania, but in the sector 30°E through 0° to 
140°W over Antarctica it is probably at latitudes higher than 
80°S. Observations made in the northern hemisphere show 
considerable variation from place to place in the time of night 
at which aurorae occur most frequently. It is to be expected that 
radio reception statistics will reflect this variability. The great 
majority of reported occurrences of v.h.f. communication via 
aurorae refer to the night hours, but cases occurring before 
sunset and after sunrise are known.3” 


(3.5) Propagation by way of Elevated Inversions 


In the preceding four sub-sections we have been concerned 
with propagation mechanisms connected with an ionized medium. 
It has been seen that these effects are most important at the lower 
frequencies of the band under consideration. Attention will now 
be directed to long-distance mechanisms arising from the 
properties of the un-ionized atmosphere in the troposphere. 

The first of these propagation mechanisms is reflection at an 
extensive and fairly sharp discontinuity in the gradient of 
refractive index with height, occurring well above the earth’s 
surface. It is sometimes found that, although the lapse of 
refractive index with height near the ground may be close to 
the standard value (Section 2.1), at heights ranging between 
about 90m and, say, 3km considerable and—-from the radio- 
transmission point of view—significant increases over the normal 
lapse rate may occur. Both the magnitude and extension in 
height of these departures may vary over a wide range. Such 
conditions may be produced, for example, by the occurrence of 
a subsidence inversion, including that which sometimes occurs 
immediately below a cold frontal surface. These regions of 
greater-than-normal rate of decrease in refractive index with 
height are associated with a less-than-normal rate of decrease in 
temperature with height, often amounting to an inversion; but 
the factor which mainly determines the refractive-index variation 
in the region is the change in humidity lapse-rate which is very 
frequently associated with the abnormal temperature variation. 

The effect of these “inversion layers,” as we may conveniently 
call them, may in many cases be determined to a close approxi- 
mation by a simple application of ray theory, on the assumption 
that the layers produce partial and occasionally total reflection 
of the radiation. In practice, inversion layers often extend over 
a height of many wavelengths, and in these circumstances the 
reflection coefficient is appreciably less than it would be if the 
integrated departure of the refractive index from standard over 
the layer were concentrated in an abrupt discontinuity. Even so, 
the reflection coefficient of practically occurring inversion layers 
is sufficient to be of importance in the long-range transmission 
of radiation in the frequency band 30-300Mc/s and perhaps 
higher. The efficiency of reflection falls off with increasing 
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frequency, because the changes in refractive index with height, 
expressed in terms of the change per wavelength, become more 
gradual as the frequency rises. . 

It is clear that, in the absence of other propagation mechanisms, 
the transmitter and receiver locations will have to be “visible” 
from the region of reflection at the layer. From this simple view- 
point and taking a maximum height for the layer of 3km, the 
maximum distance over which the mechanism can operate is 
about 500km for a ground-based transmitter and receiver and 
250km for a layer of 750m; but to these ranges must be added 
the horizon ranges corresponding to the heights of the terminals 
[eqn. (1)], and at the lower frequencies, diffraction may increase 
the effective ranges considerably. 

Multi-hop signals are unlikely to occur for ground-based 
terminals, even if the inversion layer is sufficiently extensive, 
because the reflection coefficient is usually very small. Estimates 
of the reflection coefficient show that, when the grazing angle is 
sufficiently small (a very small fraction of a degree), total reflection 
may occur (cf. total internal reflection in the optical case), but 
at steeper angles, reflection is only partial. For a given profile 
of refractive index in the region of the inversion, the critical 
glancing angle decreases as the frequency is increased. For fixed 
transmitter and receiver positions, a given inversion layer might 
hypothetically provide strong signals at, say, 40Mc/s but only 
a weak reflection at 100 Mc/s. If the height of the layer gradually 
increased, the strength of the higher-frequency signal would 
decrease more rapidly than the other. It should be noted, 
however, that the condition of total reflection is unlikely to occur 
in practice for ground-based terminals, as the glancing angle 
required is extremely small. It might be achieved in the case of 
a low inversion or by an inversion with a sloping surface. 
The latter possibility cannot be ruled out, but uncertainty about 
the appropriate meteorological details and lack of sufficient 
experimental radio data prevent more being said at present. 

In conclusion it may be remarked that the increase of signal 
strength produced by an elevated inversion for ground-ground 
transmission may introduce some reduction when the reception 
or transmission point is above the inversion. In special circum- 
stances this may lead to trouble in communication between air- 
craft and the ground,*° namely when the inversion is intense 
and when the aircraft, although above the inversion, is at an 
extremely low angle of elevation. 


(3.6) Propagation under conditions of Super-Refraction near the 
Earth’s Surface 


When the atmosphere is well mixed (such as usually occurs, 
for example, in unsettled cyclonic conditions and poor weather) 
the temperature, water-vapour content and, of course, pressure 
decrease steadily with increasing height. These conditions 
produce a steadily decreasing value of refractive index as height 
above the ground increases and result in a ray-curvature down- 
wards of about one-quarter that of the earth. This state of 
affairs is taken as standard and is equivalent to rectilinear 
propagation in a medium of constant refractive index above an 
earth having an effective radius of four-thirds its geometrical 
value (see Section 2.1). When the meteorological conditions 
immediately above the earth’s surface are such that the rate of 
decrease in refractive index with height is greater than standard, 
super-refraction exists.41-43 

Conditions of super-refraction near the earth’s surface may 
be broadly divided into two classes. In the first (which is the 
more important in the frequency band 30-300Mc/s) there is a 
general increase in the negative gradient of refractive index with 
respect to height as compared with standard conditions: this 
leads to a greater curvature of the radio-ray paths, and to a 
greater effective flattening of the earth (i.e. greater than corre- 
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sponds to 4/3 times the geometrical radius) with the rectilinear- 
propagation concept. Secondly, the decrease of refractive index 
with height may become so great, over a sufficient but limited 
range of height, that a radio duct is formed. When this happens, 
tadio energy from a transmitter situated within the duct, at 
angles near to the horizontal, becomes effectively trapped if 
the frequency is sufficiently high, and is propagated with a 
telatively high intensity to much greater distances than would be 
possible without the duct. The lower the frequency the thicker 
the duct required to give appreciable trapping of radio energy, 
and even at 300Mc/s a duct must extend to a height of a few 
hundred feet before the effect becomes of great importance, 
although partial trapping occurs with somewhat smaller ducts. 
Although ducts having thicknesses of a few hundred feet seldom 
occur in the British Isles, they can be formed in certain areas, 
e.g. Over sea in tropical regions, in the Mediterranean and in the 
Middle East. 

' Booker and Walkinshaw** have developed a theoretical treat- 
ment of radio ducts close to the earth’s surface. The pheno- 
menon may be described by a series of characteristic E or H 
waves, the modes of which have track widths which increase 
with the order of the wave. Usually the earth forms the lower 
edge of the track, and the upper edge of any particular mode is 
determined by the refractive-index profile. Beyond the horizon 
the diffracted field takes the form of a partially-guided wave, 
whose first-mode track extends up to about 90m at 300Mc/s 
and 9m at 3Gc/s. Energy is fed into the duct at the horizon, 
and is guided round the curved surface of the earth below the 
horizon. It is the leakage from the top of the duct that deter- 
mines the degree to which the wave is guided, and it is the 
refractive-index lapse rate within the track of the first mode 
which primarily determines this leakage. Occasionally at ultra- 
high frequencies, leakage of the first mode is almost completely 
suppressed, resulting in the production of very high field- 
strengths in its track at long ranges. Super-refraction diverts to 
the region below the horizon some of the energy that would 
otherwise have been radiated near the horizon itself and thus lost. 

As the frequency is increased above the u.h.f. band, the 
occurrence of ducts of thickness and intensity adequate to provide 
trapping of at least one mode becomes more frequent and 
potentially of considerable importance. On the other hand, it 
must be remembered that the effects of surface roughness become 
more pronounced as the frequency is increased, and these may 
either (from meteorological considerations) prevent the establish- 
ment of an extensive duct or (from radio considerations) impose 
an attenuation term which would not be present over an ideally 
smooth earth. It may be mentioned here that the semi-permanent 
low-level ocean duct*>, 46 up to some tens of feet high is of im- 
portance at frequencies above 2 or 3Gc/s. The duct is the result 
of evaporation from the sea surface; the strata in the immediate 
neighbourhood of the surface have a high water-vapour content 
which decreases very rapidly with height. 

In conclusion, it may be remarked that, of the special propaga- 
tion mechanisms so far discussed, this is the first which shows, 
from the viewpoint of long-distance propagation, a rising 
characteristic with frequency. It is not unfair to add that 
meteorological conditions are seldom so simple that quantitative 
correlation and comparison are possible between theoretical 
expectations and practical radio results.47-49 There is, however, 
no reason to doubt the validity of the broad descriptions 
given above. 


(3.7) Propagation by way of Scattering from Atmospheric 
Turbulence 
Until comparatively recently it was generally accepted that, 
in the absence of the other special mechanisms already described, 


the field strength beyond the horizon would fall exponentially 
with increasing distance [eqn. (2)] in accordance with diffraction 
theory. Also that, for frequencies in the upper part of the u.h.f. 
band and higher, the attenuation would be so great that little 
increase in effective range would be obtained by practicable 
increases in power or aerial directivity (Section 2.2). Numerous 
measurements over both iand and sea paths have shown that, 
under conditions known to approximate to those of a standard 
well-mixed atmosphere, the attenuation rate for some distance 
beyond the horizon agrees quite closely with that predicted by 
diffraction theory. At somewhat greater ranges, however, field 
strengths have been observed5°-53 to be much higher than would 
be expected on the basis of conventional theory for a standard 
atmosphere. Pekeris°4 suggested that the slowly attenuated fields 
might be produced by a scattering process, and pointed out that 
the fluctuating character of the signal at long range was consistent 
with this supposition. This mechanism was already recognized 
as the cause of one type of fading commonly experienced at 
near-horizon ranges. The suggestion of the mechanism of 
scattering of radio waves in the lower atmosphere has been 
interpreted by several workers.30, 55-59 

In Section 3.3 the effects of scattering centres in the ionosphere 
have been discussed; in this case, scattering results from patchi- 
ness in ionization, with consequent inhomogeneity of refractive 
index, and the effective inhomogeneity falls off with increase of 
frequency. However, if spatial fluctuations in refractive index 
of suitable linear dimensions and intensity were available in the 
un-ionized part of the atmosphere, owing to highly local variations 
in humidity, temperature or pressure, the rapid decrease in 
effectiveness of scatter with increase of frequency would be absent. 
Such a state of affairs exists in the troposphere, owing to atmo- 
spheric turbulence, and provides a mechanism for long-distance 
propagation. 

Atmospheric turbulence results from the frictional forces 
generated by surface drag and windshear, and the buoyancy 
forces derived from heat received at the earth’s surface by solar 
radiation. During day-time heating the two forces act together 
in producing the resultant turbulent fluctuations, but during the 
night, cooling of the earth tends to cause stability in the surface 
layers and thus reduces turbulence, at any rate in these layers. 
The observed fluctuations are primarily a result of vertical mixing 
processes between air at different levels having different average 
properties. Although practical measurements of turbulence do 
not extend above 3km, it seems probable that turbulent effects at 
levels much above 9-12km (except perhaps under jet-stream con- 
ditions of rather limited lateral extent or from fully developed 
thunder clouds in the tropics) will have only small effects on radio 
propagation, because at great heights the low density of the 
atmospheric constituents imposes a limitation on the magnitude 
of the refractive-index variation available. Practical measure- 
ments of the fluctuations of refractive index in the atmosphere are 
described in References 60 and 61. 

The various theories developed start from the assumption 
that the lower atmosphere is permanently in a state of turbulence 
which produces and supports local departures in refractive index 
from the mean value. These local inhomogeneities generally 
have some horizontal uniformity. They may be regarded as a 
system of scattering centres which, when illuminated in the 
region of the horizon, produce an essentially forward-scattered 
beam directed well into the diffraction region. Meteorological 
data on the eddy size and distribution in the atmosphere are 
slight, and as a result the various theoretical interpretations 
referred to have arisen from the use of different statistical descrip- 
tions of the turbulence. 

In Booker and Gordon’s approach?° the spatial scale of 
the small fluctuations in refractive index is described by a 
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space-correlation function. It is shown that, in the region 
beyond the horizon of the transmitter, the available field consists 
of a component due to refraction and one due to scattering, the 
latter being often as strong as, or stronger than, the refraction 
component. At distances just beyond the horizon the refracted 
wave is predominant and the scattered wave is then a cause of 
fading. As the distance increases, the effect of scattering pre- 
dominates: one result of this is an apparent broadening of the 
polar diagram of a high-gain receiving-aerial system. 

In the treatment by Lagrone? the general equation for 
scattering developed by Booker and Gordon is extended to a 
volume integral equation, which gives the total scattered power 
density at a receiving point relative to the power radiated per unit 
solid angle by an isotropic source. Numerical application of the 
equation shows that maximum scattered power occurs from the 
direction of the transmitter, low down on the receiver horizon. 

Staras,>°8 whilst using an integral expression for the scattered 
power equivalent to that used by Booker and Gordon, states 
that it is not appropriate to use a space-correlation function of 
refractive-index variation as defined by these authors. Instead, 
he defines a time-correlation function of refractive index which 
permits formal evaluation of the time-average scattered power. 
It is also shown that, whereas a space-correlation function of 
refractive index is not readily evaluated by experiment, the time- 
correlation function is directly measurable. Finally, it is shown 
that, for so-called small-scale turbulence, the average scattered 
power does not depend appreciably on any particular model of 
atmospheric turbulence, whereas for large-scale turbulence the fre- 
quency and scattering-angle dependence of the scattered energy is 
greatly affected by the particular time-correlation function chosen. 

In Megaw’s approach>® 57 the 3-dimensional fluctuations of 
refractive index, assumed statistically stationary, are supposed 
analysed into a spectrum of triply-periodic components. For 
a small interval of the spectrum a representative half-space- 
wavelength cube is considered as a scattering source, and the 
field is evaluated for the most favourable phasing in the three 
co-ordinates. It has been assumed that the appropriate space 
integration, with random phasing between the elements, gives the 
correct contribution to the scattered field. Whilst there is some 
doubt about the correctness of the final coefficients, the theory 
retains the constants specifying a finite spectrum in the expression 
for the scattered field, after the final integration over the spectrum. 
The treatment indicates that, allowing for the decrease in aerial 
directivity which commonly accompanies an increase in wave- 
length, the r.m.s. scattered field, expressed as a fraction of the 
free-space field, does not vary widely over the whole frequency 
range for which it is observable. Megaw has conducted extensive 
trials of the reception of the field scattered by atmospheric 


bulge of the earth. Its practical effects at frequencies above a 
few gigacycles per second, however, will be severely restricted by ~ 
the attenuation factors discussed in Section 2.5. 
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SUMMARY 

The principles underlying the design of a wide-band dummy load 
are discussed. An example is described which has a purely resistive 
input impedance of 75 ohms at all frequencies above 100 Mc/s and is 
capable of measuring powers up to 1kW with an accuracy of +(24% 
of measured power + 3 watts). 

It consists of a short coaxial line, filled with carbon tetrachloride, 
the inner conductor being made up from short sections of thin gold- 
film resistors. 


(1) INTRODUCTION 


Numerous methods are available for measuring power at 
high frequencies, the choice depending upon the frequency as 
well as the order of magnitude of the power to be measured. 

Low powers are readily determined by observing the change 
in resistance of a temperature-sensitive element owing to the 
power which it absorbs from an electromagnetic field; thermistors, 
bolometers and enthrakometers are typical devices of this kind. 

Other effects, such as the mechanical force exerted on a 
diaphragm due to radiation pressure, or the relative brightness 
of bulbs, have been used successfully at appropriate frequencies 
and power levels. 

The measurement of power becomes progressively more 
difficult as the band over which the device has to be operated is 
extended, and also as soon as the power level exceeds a few tens 
of watts. 

In the first case the problem is largely one of maintaining a 
good match to the source, whilst in the second, adequate heat 
dissipation becomes of prime importance. 


(2) THEORETICAL CONSIDERATIONS 
(2.1) General 


The requirement for a wide-band resistive dummy load as a 
laboratory tool arose out of a B.B.C. contract for three trans- 
mitters to cover bands III, IV and V respectively (174-960 Mc/s). 

The direct measurement of large powers at video and ultra- 
high frequencies has been accomplished successfully at spot 
frequencies, using calorimetric methods whereby the power 
absorbed by a dummy load is determined in terms of the tem- 
perature rise of a known quantity of liquid. 

There are two basic methods whereby r.f. energy can be 
converted into heat. We can either use the resistive losses that 
occur in the conductors or the loss occurring in the dielectric 
with which the device is filled. It is also possible, of course, to 
use a combination of the two. 

A calorimetric method of determining power requires that a 
cooling liquid be circulated through the load, and water has been 
the obvious choice in the past. In fact it has been so exclusively 
used that the terms “dummy load” and “‘water load”’ have become 
synonymous. 

Water becomes increasingly “lossy” at higher frequencies, 
and existing water loads rely entirely on the dielectric loss in the 
water to generate the heat. 
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Unfortunately the dielectric loss of water is by no means — 


constant, and changes with frequency in such a manner that it — 


is inherently unsuitable for very-wide-band applications, largely 
because of the difficulty of preserving a good match to the power 
source. 

As a matter of fact, a design of a wide-band\|dummy load based 
on dielectric loss is fundamentally wrong since there are very 
few dielectrics that have a loss angle inversely proportional 
to frequency, and those that have introduce negligible losses, 
even at the higher frequencies, and are therefore useless. 


On the other hand, resistive losses are comparatively small, and 
unless they are artificially increased, a dummy load capable of — 
dissipating even modest powers has to be long, with a consequent ~ 


loss of accuracy owing to heat losses by convection, quite apart — 


from being unwieldy. 


(2.2) Special Precautions demanded by Wide-Band 
Devices 


The design of a very-wide-band dummy load to be described 


was based on the conclusions drawn from the foregoing — 
Section. Briefly, it took the form of a short coaxial line, filled 
with carbon tetrachloride, the inner conductor consisting of a ~ 


very thin metallic film on a glass rod, along which nearly all 
the\loss takes place. 

The design centred around the well-known expression for the 
input impedance of an infinitely long transmission line: 


tng R + joL 
Zy =| (Gree cae Se. ee 


Considering frequencies for which wl > R and wC >G, the — 


condition for resistive input impedance requiring that 


we 


arc tan = = arc tan al (2) 


cannot be maintained at low frequencies since R is purposely 


made large and G is practically zero. The input impedance will © 


therefore have a reactive component. 

This can be made very small, but the choice of R is a com- 
promise between the permissible mismatch at the lowest fre- 
quency at which it is intended to use the load, which calls for R 
to be small, and the desire to make the load physically short, 
which requires R to be large. 

The input impedance tends to become purely resistive with 
increase in frequency, and in order to prevent any variation of 
the impedance it is essential that none of the four constants 
L, C, G and R be dependent upon frequency, and that the ratios 
wL]/R and wC/G should linearly increase with frequency. 

The inductance and capacitance per unit length are deter- 


mined by the physical constants as well as the permeability of 


the metal and the permittivity of the insulation. 

Variation of permeability with frequency can easily be avoided 
by excluding ferromagnetic materials from the construction. 
The dielectric constant of most insulating materials hardly 
changes with frequency—with the exception of water, where 
a steady decrease above 5000Mc/s takes place. As pointed 
out earlier, the dielectric loss which determines G is for most 
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‘dielectrics a function of frequency, and all dielectrics for which 
tan 6 is large and does not decrease linearly with frequency are 
to be avoided in the construction of wide-band devices because 
| of the effect that the change of the ratio C/G has on the phase 
| angle of the input impedance. 
The range of liquid dielectrics which fulfil the above condition 
| or which have negligible losses is consequently limited, and 
| includes benzene, carbon tetrachloride, tetrachlorethylene, 
| aromatic hydrocarbons, mixtures of paraffins and naphthenes, 
_ and silicones. 

The choice mainly depended on the dielectric constant. Ina 
coaxial type of dummy load solid dielectric supports must be 
included, and in order to avoid discontinuities, the dielectric 
constant of the liquid has to be as nearly as possible equal to 
that of the solid supports. Furthermore, the permittivity of 
both dielectrics, and in particular that of the liquid, must not 
| change with temperature in the range over which the device is 
| expected to work. 
| The resistance R is subject to change with frequency owing 

to skin effect, but by making the inner conductor in the form of 
a glass rod on to which a very thin film of gold—a few Angstrém 
units thick—is deposited, the effect is virtually eliminated. This 
_ construction has two further advantages. 

___In order to keep the dimensions of the dummy load to reason- 
_ able proportions, it was found that the resistance had to be of 
the order of 1-10 ohms/cm. 

Also, since nearly all the loss takes place on the inner con- 
ductor, its surface had to be made as large as possible to assist 
the cooling. Both requirements were conveniently met by a 
thin metallic film. 


(3) RESISTANCE CHANGE REQUIRED FOR A LINE HAVING 
UNIFORM POWER DISSIPATION 
For transmission lines which have a predominantly resistive 
characteristic impedance, the attenuation per unit length is 
given by 


: : pine R GZ, 
Loss in decibels = 8-686 Gn + “) ao 8(3)) 
Also by definition 
Loss in decibels = 10 logy Pp 


In 

ee 4 

en 1g lost ‘ ) 

If Pj,5; is also taken to apply to a unit length of line the two 
expressions can be equated with one another. 

In the line under consideration, the dielectric loss G is 
negligibly small compared with R, so that 

P; R 
LORS == 8686-4... 
set Pin sa i Tost 2Zo ©) 

The permissible power loss per unit length depends upon how 
rapidly heat can be removed from the resistive conductor. In 
the case of a carbon-tetrachloride-cooled gold-film resistor, 
values of 30 watts/cm? can be achieved with adequate cooling. 

Eqn. (5) is general and applies to any section of the line. 
However, P;,, is only known at the input, and hence the value of R 
which can be calculated from it is the resistance per unit length 
at the input end. 

It can easily be seen that for subsequent sections R obeys the 
law 


x 
a ws (6) 
where L and x are defined by Fig. 1. 

If the line is correctly terminated by a disc having a radial 
resistance equal to the characteristic impedance, the dummy 
load can be shortened by an amount depending upon the power 
dissipation of the terminating disc. 
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Fig. 1.—Line with uniform power dissipation. 


(4) DESCRIPTION OF DUMMY LOAD 


(4.1) Design 


A 75-ohm dummy load capable of dissipating 1kW and giving 
a standing-wave ratio of better than 1-05 at frequencies above 
100 Mc/s was constructed, having an overall length of less than 
4ft. 

The liquid and solid dielectrics were carbon tetrachloride and 
polythene respectively, the dielectric constants of which differ 
by less than 4%. (2:17 compared with 2-26.) 

The use of carbon tetrachloride required a closed cooling 
system, and special precautions against corrosion had to be taken. 
A pair of large-capacity petrol pumps of the diaphragm type are 
capable of producing a flow rate of up to 100 litres/hour. Coarse 
control is achieved by using either one or both pumps, and fine 
control by means of a hand-controlled valve. A flow meter 
consisting of a float in a vertical tapered glass tube enables the 
flow to be measured with an accuracy of +2°%. A water-cooled 
heat exchanger maintains the inlet temperature of the carbon 
tetrachloride constant. Separate thermometers for inlet and 
outlet are provided. Fig. 2 shows the schematic of the complete 
cooling circuit. 
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COAXIAL DUMMY LOAD 


Fig. 2.Schematic of closed cooling circuit. 


The resistance of the inner conductor is graded in order to 
achieve uniform power dissipation, and for manufacturing 
reasons it was made up from short sections, each about 10cm long. 

Fig. 3 shows how the theoretical grading was approximated 
by eight long and four short sections. 

The gold-film resistors are only 0-5cm in diameter, and 
although they can handle 45 watts per centimetre of length when 
cooled by a liquid, the design of the dummy load was based on 
6 watts/cm, the power dissipation at which the carbon tetrachloride 
in immediate contact with the resistor just begins to boil. 

An enlarged cross-section through a gold-film resistor is shown 
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Fig. 3.—Graph showing theoretical and actual resistance grading to 
achieve uniform power dissipation. 


SILVER BAND GOLD FILM 


FERNICO 
Fig. 4.—Enlarged cross-section through a gold-film resistor. 


in Fig. 4. It consists of a glass rod, fused to Fernico terminations, 
the assembly being ground to the correct size. The gold is 
applied in liquid form and baked on by firing, the desired 
resistance being obtained by varying the thickness of the film. 
The gold is firmly bonded to the Fernico ends by a band of 
silver, also fired on. Individual sections are joined by thin 
silver-plated beryllium-copper sleeves which form the centre of 
perforated polythene spacers; thus the whole assembly is sup- 
ported centrally within the outer conductor. A circular per- 
forated disc, made of glass and Fernico and coated with 
platinum, with a radial resistance of 75 ohms, terminates the 
“far-end” of the dummy load. 


(4.2) Frequency Limitations 


There is no definite frequency below which the dummy load 
could not be used, since this depends upon the permissible 
departure of the input impedance from the nominal value. 

However, wl should always be greater than R in order to 
justify the simplifying assumption on which eqn. (3) is based. 

At very-high frequencies the dummy load can support higher- 

order modes, the first one being a circumferential TE mode 
occurring when the average circumference is approximately equal 
to a wavelength. 
- For the load described in the paper, that frequency was cal- 
culated to be 3 680Mc/s, but the fact that higher-order modes 
can be supported does not necessarily restrict the use of the 
load, for unless these modes are excited they cannot be trouble- 
some, and by proper design, mode conversion due to discon- 
tinuities can be avoided. 


(4.3) Accuracy 


The overall accuracy is affected by heat losses and instrument 
errors. The combined effect of the latter can be reduced below 
1%, although this was not done in the model described in: the 
paper since the need for accuracy was not very great. 

Heat losses are due to convection losses, changes of ambient 


q 


temperature, insufficient mixing of the fiuid dielectric and ‘ 
reflection. 

The first three depend on operating conditions, and their effect 
was determined experimentally by replacing the graded gold- 
film resistors by a glass tube of the same outside diameter wound 
uniformly with resistance wire. . 

With direct current, a correction curve was obtained for the 
different operating conditions normally encountered. 

Reflection losses were deduced from the standing-wave-ratio 
measurements. 


(5) PERFORMANCE 


The standing-wave ratio was measured by means of a solid- 
dielectric slotted line, having the same physical dimensions 
and electrical constants as the dummy load itself. At first, the 
s.W.r. rose to a maximum of 1-2 at 800Mc/s, which was due to 
the cumulative effect of the reflections from the junctions of 
those resistors which were all of the same length. By making 
the resistors all of different length, a s.w.r. of better than 1-05 
was measured at all frequencies above 100Mc/s. No measure- 
ments were carried out above 2 500 Mc/s. 

The low specific heat of carbon tetrachloride allowed a very 
large range of input powers to be handled and also resulted in 
high sensitivity. By adjusting the flow, powers from 10 watts 
to 1000 watts were measured, the error being + (24% of 
measured power + 3 watts). 


(6) CONCLUSIONS 


Adequate heat dissipation is the main problem in connection 
with compact high-power dummy loads. 

Wide-band characteristics can be achieved by paying pe 
attention to the electrical and mechanical properties of the 
materials employed in the construction and by avoiding electrical 
or physical discontinuities. 

The use of thin gold-film resistors cooled by a low-loss liquid 
dielectric offers outstanding advantages over existing techniques, 
because it enables high attenuation to be combined with large 
surface area. 

The accuracy of the dummy load described in the paper is 
capable of considerable improvement, since it is limited chiefly 
by the accuracy with which the flow rate and the temperature 
rise can be determined. 
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SUMMARY 


Apparatus has been developed to study the characteristics of radio- 
| wave propagation in the region of the oxygen absorption band 
‘ (wavelengths, 46mm). The sources of power were crystal harmonic 
| generators and pulse and c.w. magnetrons, and the design of crystal 
/detectors and mixers is described. The construction of waveguide 
|components for this wavelength range is discussed, together with 
‘equipment for measurement of impedance, frequency, power and 
‘attenuation. For most of the propagation measurements, a trans- 
\mitter with an output of a few microwatts was used, together with a 
_ calibrated superheterodyne receiver. Communication tests were car- 
ried out with a pulse-frequency-modulated magnetron transmitter. 

Measurements of the oxygen attenuation over paths of a few 
| kilometres have been made at a number of wavelengths in the absorp- 
|tion band. Measurements over sea have given values of the reflection 
|coefficient of the sea surface. These results are summarized and 
| discussed briefly. 


(1) INTRODUCTION 


To the many known complications that beset the path of radio 
waves through the atmosphere, another was added when it was 
discovered by Van Vleck! that the oxygen molecule shows a 


radiation. Van Vleck’s prediction was made on theoretical 
/grounds, and showed that the absorption arose from the 
_permanent-magnetic moment associated with the oxygen mole- 
cule; fortunately the effect is limited to a number of discrete 
wavelength regions of which the longest is in the neighbourhood 
of 5mm. By the time his paper appeared the effect had been 
demonstrated in the laboratory by Beringer,” who used a length 
of waveguide filled with pure oxygen and mixtures of oxygen 
and nitrogen, and measured directly the attenuation thus pro- 
duced. From this woik it appeared that for frequencies at the 
peak of the absorption curve the attenuation of a radio wave in 
the atmosphere would be of the order of 14dB/km. 

_ Further work by Van Vleck? had shown that a similar absorp- 
tion effect was caused by water vapour. This time the effect 
was dependent on a different mechanism—the electric dipole 
‘moment of the water molecule—and the wavelength region 
‘involved was around 1-35cm, where there is a minor maximum 
absorption, and in an extended series of bands covering wave- 
lengths from 3mm downwards. The curves of Fig. 1 show the 
theoretical predictions for these two effects, and it is clear that 
between them they form an effective barrier to atmospheric 
propagation over any considerable distance of wavelengths in 
the millimetre-wave region. 

At that time apparatus was available to check the water-vapour 
effect at 1-35cm, but almost nothing was available for measure- 
ments at millimetre wavelengths. Beringer’s work was done 
with the aid of a 1cm oscillator followed by a crystal distorter 
generating the second harmonic. It was therefore decided in 
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Fig. 1.—Calculated attenuation of millimetre waves due to water 
vapour and oxygen in the atmosphere. 


— Water vapour (7:5g/m}). 
—--—— Oxygen (Av/c = 0:02cm~—}). 


1945 to institute a programme of measurements on atmospheric 
propagation at millimetre wavelengths in the region of the 
oxygen absorption, as an extension of the work on radio-wave 
propagation which had previously been carried out at wave- 
lengths* between 10 and 3cm. The paper describes the develop- 
ment of transmitting, receiving and measuring equipment, 
With this equipment, measurements have been made of atmo- 
spheric absorption and of propagation characteristics over sea. 
These measurements, which were carried out between 1946 and 
1949, are surveyed briefly. 


(2) APPARATUS 


(2.1) Signal Sources 
(2.1.1) Crystal Distorters. 

When this work was commenced there were no millimetre-wave 
oscillators, and the shortest wavelength source available was the 
VX302 reflex klystron, operating between 1-225 and 1-275cm 
and giving an output of a few milliwatts into a waveguide output 
circuit. A second harmonic generated from this would have a 
wavelength just at the skirt of the oxygen absorption band of 
Fig. 1. To enable measurements to be made up to the peak of 
the oxygen absorption, two modified versions of the VX302 were 
produced. These were the VX5015 and VX5016, covering 
respectively the wavebands 1-025—1-075 and 1-125-1-175cm. 
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In order to generate the second harmonic, a crystal distorter 
was used. Several methods of matching the fundamental power 
into the crystal and extracting the second harmonic were tried, 
the most satisfactory being illustrated in Fig. 2. The crystal 
cube was mounted flush with the top surface of a waveguide, 
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slot length), but as a result of further experiment it was concluded 
that the mode separation was-too small, and blocks wee con- 
structed with a larger circuit ratio (2:5: 1). This value was 
chosen as giving maximum mode separation consistent with 
mechanical design. 
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Fig. 2.—Crystal-distorter circuit using quartz-loaded waveguide. 


whose dimensions were suitable for propagation of the second 
harmonic but not of the fundamental. The whisker mounting 
and choke system were fitted to the under surface. This dis- 
torter was mounted close to the oscillator klystron, and the 
length of waveguide between vaive and crystal was filled with a 
tightly fitting length of ground fused quartz whose permittivity 
was sufficiently great to allow the waveguide to transmit the 
fundamental wavelength. The quartz was tapered at the crystal 
end, and the whisker passed through a hole drilled at the base 
of the taper. A wave trap was fitted between the valve and the 
crystal to prevent harmonic power from passing back into the 
valve. By this method, most of the fundamental power was 
fed into the crystal, and rectified currents of about 10mA were 
obtained. Comparisons were made between silicon and ger- 
manium material, and while little difference in conversion effi- 
ciency was found, crystals using germanium proved to be more 
stable, especially with a platinum-ruthenium whisker welded to 
the surface. With the valves mentioned above, second-harmonic 
outputs of up to about 200uW were detected, corresponding to 
a conversion efficiency of about 2%. 


(2.1.2) Pulse Magnetron. 

Although progress could be made with such small powers, and 
indeed the greater part of the measurement programme was 
carried out with these sources, it was felt most desirable to have 
a fundamental oscillator in the 5—-6mm range. The necessarily 
small size set big problems in design for both magnetrons 
and klystrons. It was the general opinion that this wavelength 
was about the lowest possible for the existing type of velocity- 
modulation valve, and that a magnetron would offer better 
chances. It was therefore decided to investigate the possibility 
of making a pulsed magnetron, the aim being to produce a 
number of valves to enable propagation tests to be carried out 
at spot frequencies in the oxygen absorption band. A mean 
output of a few watts, with a peak output of a few kilowatts, was 
desirable. 

For wavelengths of the order of 5-6mm it was considered that 
any type of strapped structure would present insurmountable 
constructional difficulties, and that a rising-sun structure would 
be the most suitable. With parallel-sided slots, flexibility of 
design could be achieved, since wavelength changes from valve 
to valve could be achieved easily by variation of slot lengths, and 
in addition the mode spectrum of the structure could be varied 
considerably by altering the ratio of long to short slots. 

After a series of experiments on 18-segment slotted rising-sun 
structures, it was decided to change to a 28-segment block, 
since this would enable both the anode-hole and cathode ,dia- 
meter to be increased appreciably. Initially these 28-segment 
blocks had a circuit ratio of 1-6: 1 (ie. ratio of long to short 


The slot lengths were varied from valve to valve in order to 
vary the wavelength, but the circuit ratio was maintained 
Meat 205) eil'. 

Subsequent development consisted primarily in improving the 
cathode and output circuit, and improving the external mech- 
anical construction of the valve, now known as type VX3046. 

The valves operated in a magnetic field of 12 000-14 000 
oersteds (supplied by a pair of C-shaped magnets attached to 
the valve pole pieces), with a pulse length of 0-1 microsec and a 
repetition rate of 10kc/s. The maximum input was 70 watts 
(70kW peak) with a peak voltage and current of 14kV, Samp, 
the input being limited by cathode dissipation. For the same 
pulse length but at the lower repetition rate of 1kc/s they could 
run at 100-200kW peak input.’ The efficiency with 70 watts 
mean input varied from 2% to 10° with a mean value around 
4:5%. Of the valves tested, the life at 70 watts input was only 


.a few hours, failure being due in all cases to loss of cathode 


emission. 

Valves have been made for wavelengths in the range from 
5-:39mm to 6:25mm with substantially the same performance, 
dimensions being scaled down for those in the range 5-39- 
5:74mm. An output window having glass approximately half 
a wavelength thick performed satisfactorily at each wavelength 
without design change. 

No mode change was observed on any of the valves, at least 
up to a current of 15amp, except when the cathode emission was 
on the point of failing. 

It was evident that one of the reasons for the somewhat low 
efficiency indicated above was the relative looseness of the valve- 
to-output coupling, and some increase would be required in 
order to produce a more efficient source. Cathode-dissipation 
problems require further consideration to enable the valve to 
handle more input and to increase the valve life. 


(2.1.3) Continuous-Wave Magnetron. 


While the pulse magnetron was suitable as a transmitting valve, 
it was not useful as an oscillator for measurement work, so after 
experience with the pulse magnetron it was decided to attempt to 
design a c.w. magnetron with an output of a few milliwatts in the 
5—6mm wavelength region. The obvious difficulty lay in the small 
size of both anode and cathode required, but as a very small out- 
put power would suffice, an investigation was started into the 
possibility of operating at the lowest possible anode voltage, i.e. in 
the region where the efficiency approaches zero. This would 
allow a maximum size of anode and cathode for a given operating 
voltage. It was thought that a smaller ratio of cathode-to-anode 
diameter than usual would be necessary. With these considera- 
tions in mind it was decided to make use of the 28-segment rising- 
sun anode structure already developed for pulse operation. The 
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minimum voltage at which this could be expected to oscillate 
was about 3-6kV, with a magnetic field dependent on the cathode 
diameter but of the order of 3 500 oersteds. 

The first experiments were made with a model of the 28-segment 
block scaled to 3-2cm, the anode diameter being 16mm. 
Cathodes of different diameters were tried, giving cathode-to- 
anode ratios between 0-03 and 0-41, and an optimum value of 
‘about 0-19 was found. This gave an output efficiency of 5% 
with an anode voltage° of the order of 4-5kV. 

_ A 6mm valve was then made with a tungsten spiral cathode of 
0-6mm outside diameter accurately centred by supports at both 
fends. This gave a power output of 600mW at a wavelength of 
606mm when the valve was operated with a 50c/s anode 
voltage applied through a 10000-ohm series resistor. After 
further experiments the block was reduced in size to bring the 
wavelength down to about 5-6mm, and the cathode-to-anode 
ratio altered to a final value of 0:26. Under best conditions a 
\maximum power of | watt has been obtained with a 1 : 1 square- 
‘wave anode-voltage supply, the efficiency being about 2% ata 
voltage of 4-3kV with a magnetic field of 3 600 oersteds. 

_ The life obtained with tungsten spiral cathode was short, the 
maximum being 15h, and experiments were made with cathodes 
having thoria coatings. A design of this type gave a life of 60h. 
A further difficulty which aggravated the cathode-life problem 
was the occurrence of very high bombardment at a current 
below that at which normal oscillation started. The ill effect of 
this could be avoided by square-wave modulation, and c.w. 
operation was then possible by starting the valve with relatively 
short pulses and slowly increasing the ‘“‘on”’ time to infinity. A 
further improvement should be gained by increasing the anode 
and cathode length, and this will also reduce the back 
bombardment. 

No measurements of noise have yet been made on this mag- 
netron with regard to its eventual use as a local oscillator, but 
it is interesting to note that measurements on valves operated in 
the “minimum-voltage’’ regime at 3cm wavelength show that the 
noise generated is no greater than in a klystron oscillator. 


(2.1:4) Velocity-Modulation Oscillators. 

When this project commenced it was generally believed that 
velocity-modulation oscillators could not be made satisfactorily 
for wavelengths as short as 5mm. However in 1949 a few 
samples became available. One valve gave 2mW output at 
5-:75mm and ran for 80h. 

Had sources of this nature been available earlie1, the work 
described in the paper would undoubtedly have been accelerated. 


(2.2) Crystal Rectifiers 


In making crystals for use as mixers or detectors it was clearly 
impossible to scale down the normal form of capsule crystal 
used at centimetre wavelengths to such a size that it would fit 
in a’ waveguide whose broad dimension was 4:5mm. A way out 
of the difficulty was found by designing a crystal® to plug into a 
cavity resonator which was tuned to a higher mode than the 
fundamental and was thus of larger size. 

The crystal unit itself formed part of a flat cylindrical Eo 9 
resonator, as shown in Fig. 3, the top surface of which was 
formed by a disc at whose centre was mounted the crystal cube. 
The lower pressing, into which the whisker assembly was soldered, 
formed part of the lower surface of the resonator. The two parts 
were joined by sealing to a length of ceramic tube. In the Epo, 
mode the radial variation of electric field is as indicated in 
Fig. 3(a), the radial length being equivalent to three-quarters of a 
wavelength. The diameter of the ceramic tube was therefore 
chosen so that it lay at the zero of the electric field, ie. at the 
quarter-wavelength point, in order to reduce losses to a minimum. 
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Fig. 3.—Crystal rectifier and circuit. 


(a) Cross-section showing potential distribution. 
(6) Exploded view of crystal and circuit. 


The lower pressing was bent over so as to form, with the wall of 
the resonator, a capacitor across which direct or modulation 
voltages were established. The diameters were chosen in this 
case so that the gap lay at the half-wave point, where the wall 
current is zero, thus causing minimum disturbance to the field. 

Fig. 3(b) shows the resonator cavity, with the crystal removed, 
in the form used for a detector. Its depth was the same as the 
small dimension of thé waveguide. A waveguide coupling 
channel was milled into the block and a side stub with tuning 
plunger was also provided. An r.f. rejection filter was con- 
structed in the d.c. output connection. 

Where the crystal was used as a mixer, a second waveguide- 
coupling channel was milled in the block for the local-oscillator 
signal. 
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Another type of detector used was based on the VX3089 
crystal (designed for 8mm use). Here the crystal was mounted 
in one wall of the guide, the whisker approaching from a door- 
knob protrusion on the opposite wall. The whisker mounting 
was isolated to enable a coaxial lead to be connected. 

The VX3089, although nominally of 8% bandwidth at about 
8mm, was also found to be satisfactory if the back plunger was 
readjusted. 


(2.3) Waveguides and Small Waveguide Components 


In the early work on this programme a rectangular waveguide 
of internal dimensions 4:5 X 2:5mm was used. In order to be 
in line with other standard guides this was later changed to one 
of internal dimensions 0-180 x 0:090in, and this standard was 
accepted by the Radio Components Standardization Committee* 
as waveguide No. WG24. 

The coupling designed for use with this guide is shown in 
Fig. 4. It is of the symmetrical, screwed-ring type now adopted 
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Fig. 4.—Coupling for millimetre waveguide (WG24). 


as standard at longer wavelengths, and uses two broached discs, 
1, accurately aligned by a keyed ring, 3, and clamped by two 
screwed rings, 2. 

Various materials were used as terminating loads—wood, con- 
ducting rubber and cellulose acetate loaded with iron powder. 
The latter gave standing-wave ratios better than 0:95 with a 
lin taper on a 3in length of material. 

Rotating joints were also made in which two guides were 
coupled through a divided section of circular guide with a choke 
ring at the joint. No detailed standing-wave-ratio measurements 
were made, but the input impedance varied little with rotation 
of the joint. 

Tuning pistons have been of the usual type having two quarter- 
wave plungers with quarter-wave separation, the leading plunger 
being of the non-contact type. 

Variable reactances have also been constructed, consisting of 
two quartz stubs with # wavelength separation, which can be 
moved along the guide by one screw adjustment and altered in 
penetration by another. 

The design of the above components does not differ in principle 
from those used at longer wavelengths, but the dimensions are 
such that the highest quality of workmanship is required to 
maintain a sufficiently small dimensional tolerance. 


(3) R.F. MEASUREMENT TECHNIQUES 


As part of the programme, apparatus had to be made for 
measurements on transmitters, receivers and components in the 
5mm wavelength region. These are described in the following 
Subsections. 

* This Committee later revised the standard to 0-188 x0-094in, to eccona with a 


satan adopted subsequently by the Radio-Manufacturers Association of the United 
States. 
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(3.1) Impedance 


For consistent results the accuracy of movement required in 
standing-wave detector of the moving-probe type is very high < 
all wavelengths. At millimetre wavelengths the requirements a1 
particularly severe, and consequently, as has already been mer 
tioned, the highest possible accuracy of workmanship is called fo: 
It was considered that the difficult problem of ensuring that th 
probe moved in its slot with the minimum of transverse move 
ment, and of producing an extremely narrow and uniform slo 
would best be met by machining the slotted section in the fort 
of an arc of a circle of large radius, the probe carriage bein 
carried on an arm pivoted at the centre of this circle. Thi 
construction is indicated in the views of Fig. 5. The slotte 
guide is formed from the two parts, 1 and 2, both machined i 
the same operation, and subsequently pinned together. Th 
radius to the centre of the guide is Sin. The probe, shown i 
detail in Fig. 5(c), is carried on the arm, 3, which makes contac 
with the slotted guide only on the surface, 4, against which it 
held by spring pressure. Choke slots, 5, are included in the lowe 
surface of the arm. The probe is shielded by an arc-shape 
ridge, 6, partially filling the slot, extending for some distance o 
either side of the probe, and tapered to a point at each end. Th 
probe passes into a waveguide, 7, energy from the probe bein 
transferred to this guide through a dome-shaped transformer, & 
To the remote end of this guide a crystal detector is attached. 

There is little information on the maximum allowable size c 
slots in standing-wave detectors if detectable radiation is to b 
avoided. Common practice may be taken to be given by th 
figures of Hirst and Hogg,’ who quote a slot width of 0-063i 
as satisfactory at 3cm wavelength. Scaling this down to 6mr 
wavelength gives a slot width of 0:013in. It was not possibl 
to attain this figure without omitting the probe shield, but th 
satisfactory figure of 0:025in was found to be possible. Th 
probe was a glass-sheathed 0-005in wire sliding in a 0-010i 
hole, the ridge, through which the probe passes, having a widt 
of 0:020in. The probe was adjustable by means of a differenti< 
screw, 9, and the carriage moved by the micrometer, 10. 

With an instrument of this type, standing-wave measurement 
of better than 0-95 could be made and repeated. A measure 
ment of the pattern taken with a short-circuit on the end of th 
guide showed variations between the maxima of not mor 
than +1%. 

A variant of the design was one in which the waveguide for th 
detector was carried back to the centre pivot, into which wa 
incorporated a rotating joint. This allowed the detector, place 
on the remote end of the rotating joint, to remain fixed while th 
probe was moved. Since the actual rotation angle is only 
few degrees, any variations caused by rotation of the joint wer 
unnoticeable. This construction was found useful in the earl 
work of the programme, when oscillator power and detecto 
sensitivity were so small that it was necessary to use a supe 
heterodyne receiver as detector and this could not readily b 
moved. 


(3.2) Frequency 


Since much of the work was carried out by harmonic generatio 
from oscillators of around 1-2cm wavelength, cavity wavemeter 
were produced for frequency measurements in both the 6mm an 
1-2cm regions. 

Both H,,- and Ho,-type cavity wavemeters were made for thes 
bands, having copper cavities with a plunger controlled b 
micrometer movement. They were coupled to two waveguide 
by coupling holes in the sides and could be used as absorptio: 
or transmission types. The Hop; 6mm type used the couplin 
method described by Bleaney and Penrose,® in which both guide 
are coupled in at one end of the cavity, the exciting one havin 
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Fig. 5.—Standing-wave detector (WG24). 


a two-hole coupling and the detector a single hole on a radius 
at 45° to the line of the other two. 

Little trouble from spurious modes was found on the Hy, 
types, but the Ho, types with their larger diameter showed several 
other modes. The higher Q-factor of the desired mode served to 
distinguish it without difficulty. 

The Q-factors of the H,,; and Ho; types were respectively about 
3 000 and 18 000 at 1-:2cm wavelength, while at 6mm the values 
were about 1 200 and 7 000 respectively. 

At first the only calibrations possible were by calculation from 
the measured bores of the cavities, but later experimental work? 
on ammonia absorption lines enabled very accurate checks to 
be made upon the wavemeters for both bands. The ammonia 
lines lie in the 1-2cm region, and most of them have been deter- 
mined in frequency to one or two parts in 10°. The method of 
calibration is the simple one illustrated in the. block diagram of 
Fig. 6. A sawtooth generator is used to sweep the frequency of 
a klystion oscillator over a range of about 5Mc/s on a mean 
frequency around 24000Mc/s. The power passes into a length 
of waveguide containing ammonia at low pressure (10-2 to 
10-3mm Hg) and thence through the wavemeter under test to a 
crystal detector, whose output is indicated as a function of fre- 
quency sweep on a cathode-ray oscilloscope. It is then easy to 


Sawtooth 
generator 


Fig. 6.—Wavemeter calibrating circuit using selective absorption of 
low-pressure ammonia. 


locate on the oscillograph screen an absorption due to an 
ammonia line, and set the absorption due to the wavemeter 
resonance to coincide with it. A setting accuracy of one or 
two parts in 10° is readily attained. With an approximate 
knowledge of the frequency it is not difficult to identify positively 
the different lines. Fig. 7 shows the calibration curve of an Ho, 
type wavemeter as determined from its dimensions. The 28 
ammonia absorption lines which lie between 22 600Mc/s and 
25 700 Mc/s are inserted as calibration points. The measured 
diameters have agreed to within 0:0001-0-0002in with those 
calculated from the calibration points. 

For calibration of 6mm wavemeters it was sufficient to insert 
a second-harmonic generator at the point A in Fig. 6. 
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Fig. 7.—Calibration of Ho; wavemeter showing detected absorptions 
due to N14H3 and N!5H; isotopes. 


(3.3) Power 


(3.3.1) High-Power Measurements. 

Powers of the order of 0-5 watt and upwards were measured 
by means of the water-load shown in Fig. 8(a), which was scaled 
down from a design for 3cm wavelength.!9 The water tube is 
made of quartz tube of 1mm diameter and 0:5mm bore. To 
give a sharp taper, two lengths of tubing were ground at an 
appropriate angle and the faces butt-joined. The tube lies in 
the waveguide, and it is connected to a 12-section thermo-junction 
unit by short rubber tubes. 

When used with a sensitive galvanometer and a water flow of 
1:5cm3/sec, powers of the order of 25mW can be measured. 
Response is rapid as there is only a relatively small quantity of 
water in the tube. An input standing-wave ratio of 0:7 was 
measured. 


(3.3.2) Low-Power Measurements. 

The methods of measuring low powers at centimetre wave- 
lengths by means of bolometers, using thermistors or fine-wire 
elements, are well known. The difficulties at millimetre wave- 
lengths are again those associated with the size of the elements, 
and the estimation of the errors involved. 

A bolometer mounting was made in the form shown in Fig. 8(6). 
This could be used with either a wire filament or a thermistor 
bead. The element was mounted so that it passed through the 
centre of the cross-section of the main waveguides, along the 
direction of the electric field. It then passed through a sub- 
sidiary waveguide on either side of the main guide, and was 
terminated on the outside walls of these guides. Pistons in the 
subsidiary guides served to vary the effective length of the fila- 
ment, and a further piston in the main guide provided the main 
matching control. With the very small powers available in the 
early part of the work it was found extremely difficult to set 
these bolometers to a matched condition, and they could be used 
only as indicators of the orders of power. 

When the c.w. magnetron became available, however, it 
was possible to tune the bolometers satisfactorily. Calibration 
against the water load previously described at a power level of 
about 25mW showed that the indicated power of a thermistor 
bolometer was about 45% of that indicated by the water load. 
This figure is somewhat higher than would be expected from 
extrapolation of the measurements of Collard, Nicoll and Lines,!! 
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Fig. 8.—Power measuring circuits. 


(a) Water load. 
(6) Tunable thermistor mount. 
(c) Pretuned thermistor mount. 


from whose work a figure of little more than 20°% would be 
expected. There seems no particular reason to doubt the 
accuracy of the higher figure. 

Another form of thermistor mounting is shown in Fig. 8(c). 
The waveguide and coaxial arms were short-circuited at pre- 
determined lengths, and matching was carried out by reactance 
screws in the waveguide and coaxial arms. With the dimensions 
chosen, the input standing-wave ratio could not be made better 
than about 0-35, but useful measurements have been made, and 
indicated powers of around 80uW have been measured from 
second-harmonic generatois. Comparison with the water load 
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again showed that the indicated power was 45-50% of that 
measured by the water load. 

Some work was also done on metal-film bolometers. A 
metal film placed across a waveguide should absorb all the 
incident energy, provided its surface resistivity is equal to the 
wave impedance of the guide. As the thickness of such a film is 
considerably less than the penetration depth of currents at these 
frequencies, it was hoped that the film bolometer would give a 
more -accurate reading than the filament or thermistor type, in 
which the relevant thicknesses are considerably greater than the 
penetration depth. Some success was achieved with films of 
bismuth about 0:01 micron thick deposited on a film of collodion 
1 micron thick. The main difficulty was in the rapid deteriora- 
tion of the unprotected film. Protective coatings of silica and 
magnesium fluoride were tried without much success. There is 
little doubt that the techniques now available for the production 
and protection of the metal films used as attenuators at centimetre 
wavelengths could be applied successfully to film bolometers. It 
is felt that the film bolometer is a promising development for 
measurements at millimetre wavelengths, and would repay further 
attention. 

(3.4) Receiver Sensitivity 

The signal generator developed for receiver measurements at 
millimetre wavelengths used a harmonic generator as described 
earlier in this paper. The klystron source and harmonic 
generator were both enclosed in a circular screening tank of the 
type previously developed for centimetre-wave signal generators. ! 
Power leads entered the generator through lossy coaxial lines 
having a copper-sulphate jelly dielectric. Forced air cooling 
was required for the klystron, and this was provided by a small 
air blower which drew in air through a number of holes in the 
screening tank. These holes were sufficiently small to prevent 
propagation of the harmonic fiequency. Their ratio of length 
to diameter was about 5:1, thus giving an attenuation in 
excess of 100dB. Over 100 holes were used to reduce resistance 
to the air. 

The power output of the harmonic source was so small that 
it was not desirable to include a piston attenuator as an integral 
part of the signal generator, since its minimum attenuation would 
be so great that it would be impossible to get any indication on 
a detector or bolometer connected to its output. 

A variable attenuator for external connection to the signal 
generator is shown in Fig. 9. It is of the piston type, and is so 
constructed that no relative movement of the input and output 
waveguide couplings occurs. The attenuating tube has an 
internal diameter of 2-5mm, and is fed in the Ep), mode by means 
of a disc coupled to the input conductor which projects into the 
attenuating tube, forming a coaxial line. Alteration of the 
distance of penetration varies the amount of attenuation. The 
far end of this conductor serves as a probe to couple it to the 
output waveguide, which is bent in spiral form to allow movement. 
The attenuator is controlled by a micrometer drive. Measure- 
ments with a standing-wave detector of the input impedance and 
attenuation of the spiral guide showed no measurable change 
when the spiral was expanded or compressed. 

With a bore diameter of 2-5mm the attenuation rate at 6mm 
wavelength is 14-03dB/mm for the Ej; mode. A frequency 
correction, included in the above: figure, is necessary at these 
wavelengths, since the bore is relatively large. 

The law of the attenuator was measured by means of a super- 
heterodyne receiver in terms of the i.f. signal at 45Mc/s. The 
curve indicated the presence of a certain amount of the H,, mode, 
which has an attenuation rate of 8-8dB/mm. Redesign would 
be necessary to remove the asymmetry to which the presence of 
this mode must be due, but the attenuator was considered 
satisfactory for the work required. 
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Fig. 9.—Waveguide attenuator (WG24). 


(4) TRANSMITTING EQUIPMENT 


The propagation measurements to be described fall into three 
main parts. The first two dealt with two aspects of propagation 
at millimetre wavelengths—the interference field due to reflection 
from the earth, and the attenuation due to atmospheric absorp- 
tion. These were measurements of field strength, and were 
carried out with a low-power tone-modulated transmitter. The 
third series of tests was designed to examine the effect of the 
first two upon a communication system, and used a high-power 
pulsed-magnetron transmitter with speech modulation. 


(4.1) Low-Power Transmitter 


The low-power transmitter used a klystron and crystal dis- 
torter as described in Section 2.1.1. Square-wave modulation of 
1 000c/s repetition rate was applied to the modulator electrode 
of the klystron, this being a most useful form of modulation for 
measurement of field strength by a receiver. A wavemeter was 
included between the valve and distorter crystal. These com- 
ponents were mounted behind a 16in-diameter aluminium para- 
boloidal reflector, which was fed from the front by a waveguide 
flared at itsend. The gain of this aerial was approximately 40dB 
at 6mm wavelength, and its beam width between half-power 
points was just over 1° in both planes. The transmitter was not 
directly monitored, because of the difficulty of finding a satis- 
factory form of monitor for a radiated power of 10-50uW, 
which was the normal value for stable output. A meter indi- 
cating the crystal current to the distorter was a useful check on 
any changes taking place in the crystal characteristic. 
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(4.2) High-Power Transmitter 


The high-power transmitter used the pulse-modulated mag- 
netron described in Section 2.1.2, the c.w. version being a much 
later development. For use with speech modulation some form 
of pulse modulator was required. The choice lay between 
modulation of the phase, frequency or width of the pulses, and 
was decided by the following considerations. The magnetron 
was designed for operation at a duty cycle of 1/1000. In any 
pulsed system the mean repetition rate of the pulses must be 
well above the highest audio frequency in the signal, and this, 
coupled with the low-duty cycle, limited the pulse duration to a 
fraction of a microsecond. Width modulation of such narrow 
pulses would have required rather complicated circuits, and this 
method was therefore ruled out. Pulse-frequency modulation 
was chosen for the first modulator; a later version used pulse- 
phase modulation. 

For speech communication with reasonable intelligibility a 
frequency range between about 200 and 2 500c/s must be trans- 
mitted. With a pulse system the intelligibility improves as the 
mean repetition rate of the pulses is increased, and in this case a 
repetition rate of 10kc/s was chosen, this being four times the 
highest speech frequency to be passed. This required a pulse 
duration of 0-1microsec for a duty cycle of 1/1000. The 
deviation was arranged to be about +2kc/s. 

The modulator was designed to provide pulses of the order of 
15kV 20amp peak, and a hard-valve circuit was chosen to give 
longer life and freedom from jitter in firing. 

A block diagram of the complete modulator is shown in 
Fig. 10(a). The pulse generator comprised a number of units, 
as shown in the block diagram of Fig. 10(6). The multivibrator 
generated positive pulses of approximately 100V peak and 
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Fig. 10.—(a) Block diagram of transportable modulator. 
(6) Block diagram of pulse-generator circuit. 
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10microsec duration at the mean repetition rate of 10kc/s. This | 
frequency could be varied linearly over the range 8-12kc/s by a» 
modulating voltage from a microphone or from an internal 
1kc/s oscillator. A low-pass filter in the microphone circuit 
removed frequencies above 2500c/s. The modulated pulse 
output from the multivibrator was fed into three cascaded ampli- 
fier stages having as anode loads short-circuited delay lines with 
time delays of 1, 0-3 and 0-1microsec respectively. These 
transformed the relatively long multivibrator pulse into a 
0-1microsec pulse, and amplified it to a level of about 1 300 volts. 
A cathode-follower stage reduced the output impedance to 
240 ohms in order to match the 240-ohm coaxial cable which 
transmitted the pulses to the grid of the VX7001 modulator 
valve. The modulator valve was normally biased off, but on 
receiving a pulse became conductive and allowed the condenser — 
which coupled it to the magnetron to discharge through the 
magnetron. The condenser was recharged in the interval. 
between pulses to very nearly the h.t. supply voltage. The pulse 
as observed on a resistive load had rise-and-fall times each 
approximately of 0-O5microsec, and a duration at the peak of 
0-1 microsec. | 

The final stage of the modulator and the magnetron were 
mounted directly on the aerial, which was either the paraboloid 
described in Section 4.1 or a rectangular horn incorporating a 
dielectric lens in its aperture. The horn had a length of 10in 
and an aperture of 12in x 12in. The measured gain was 41 dB, 
with beam angles between half-power points of 1-2° and 
1-5°, parallel and perpendicular to the plane of polarization 
respectively. 

A pulse-phase modulator was also constructed with the aim 
of increasing the effective modulation depth of the transmitter 
and thus improving the signal/noise ratio at the receiver. With 
a mean repetition rate of 10kc/s (100microsec interval between 
pulses), the pulse position (phase) could be varied up to 
+4Qmicrosec from its mean position to indicate the level of — 
the modulating signal. At the receiver the deviation of these 
pulses was compared with a locally generated waveform syn- 
chronized with the transmitter and used to rebuild the modulating 
levels. 

A block diagram of the transmitter is shown in Fig. 11(@). 
The differentiated 10kc/s sawtooth voltage was used to operate 
a diode clamp, which cut the a.f. input into a series of steps, 
each step representing the level of the a.f. waveform at the 
beginning of a 100-microsec period. The combined step and 
sawtooth voltages were then used to trigger a pulse-producing 
circuit—the higher the input voltage the earlier was the pulse 
produced. 

Fig. 11(4) shows the block diagram of the receiver used in this 
case. The incoming pulses were used to operate a diode clamp 
whose input was a sawtooth wave running in synchronism with 
the transmitter. Thus an early pulse would clamp a high voltage, — 
and a late pulse a low one. These levels, which were correct in 
amplitude but of variable duration, were then fed to a second 
clamp operated by the differentiated pulses from the sawtooth. 
This held the correct levels for the correct period of 100 microsec. 
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' Fig. 11.—(a) Pulse-phase modulator. 
(b) Pulse-phase demodulator. 


In this way the original step-wave was built up at the receiver, 
although retarded in time by 100microsec, and after passing 
through a low-pass filter the input a.f. waveform was reproduced. 
This final waveform had a d.c. as well as an a.c. component. If 
perfect synchronism were maintained between transmitter and 
receiver sawtooth waves, the d.c. component would remain 
constant, but should the receiver sawtooth drift, this component 
would rise or fall (owing to the change in the mean point of 
intersection of the incoming pulses with the locally generated 
sawtooth), and use was made of this voltage to correct the phase 
of the local sawtooth to maintain synchronism. 


(5) RECEIVING EQUIPMENT 


The receiver used in conjunction with the low-power trans- 
mitter was a superheterodyne, having as mixer a capsule crystal 
as described in Section 2.2. This crystal fitted into an Epo 
resonator. The local-oscillator power, being at.a frequency of 
approximately half the signal frequency, was fed to the cavity 
in a waveguide channel of suitable size, which was tapered to 
meet the crystal cavity in an iris coupling. An arrangement 


which is preferable in theory is that in which the local-oscillator 
power is fed first to a distorting crystal, and the second-harmonic 
output taken to an adjacent mixer crystal. In the formermethod 
there will be a loss in signal/noise ratio of the order of 10dB 
over the second method, which has virtually a local oscillator 
at signal frequency. In practice, however, it was found that, 
with the small amount of second-harmonic power available, it 
was difficult to get adequate mixer-crystal drive without undue 
loss of signal into the distorter crystal. For this reason the 
single-cavity method was found preferable. 

The if. output from the crystal was taken through a filter in 
the base of the cavity to a miniature i.f. amplifier, of mid-band 
frequency 45 Mc/s and bandwidth 15 Mc/s, mounted close to the 
mixer. The complete receiver was mounted on the rear of a 
16in paraboloid aerial as used for the low-power transmitter. 

Measurements of the noise factor were made, using the 
signal generator, bolometer and attenuator previously described. 
Noise factors of approximately 37dB were found at 5-5mm 
wavelength. Because of the unknown accuracy of the bolo- 
meter readings no great accuracy is claimed for these figures, 
but since in any case there are wide differences between crystals, 
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they can probably be taken as representative of the performance 
in this frequency band at that stage of development. Advances 
in technique since the date of the work described here have 
resulted in a substantial improvement in this figure. 

The low-power transmitter was found to havea particular 
property which could be used to provide a simple but very 
effective automatic frequency control at the receiver. The 
transmitter was modulated, as has been stated, by a 1 000-c/s 
square wave. It was found that during the on periods the fre- 
quency changed in a fairly uniform manner by about 5-10 Me/s. 
Thus the received signal swept through part of the i.f. frequency 
1000 times per second. Modulation output waveforms from 
the receiver are shown as A, B and C in Fig. 12(a). When the 
receiver was tuned correctly the output waveform was undistorted 
as in A, since the excursion of the signal was entirely within the 
i.f. response, shown in the diagram by a broken line. When the 
receiver was mistuned this frequency excursion extended to one 
skirt of the response curve, producing a waveform as shown in 
B or C, depending on the direction in which the receiver was 
mistuned. 

The effect could be made use of for a.f.c. purposes by deriving 
a d.c. output whose polarity changed in going from B to C. 
To do this the circuit of Fig. 12(b) was devised. The output 
waveforms when differentiated by the condenser-resistance com- 
bination became A,, B, and C;. One diode rectified the positive 
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Fig. 12.—A.F.C. system. t 


(a) Waveforms. 
(6) Circuit. 
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peaks and the other the negative ones, so that the smoothed 
output was zero, negative or positive and had the usual dis- 
criminator characteristic. The output of the discriminator was — 
used to vary the voltage on the grid of a valve whose output — 
controlled the current in the resistance chain from which the 
reflector voltage of the local oscillator was derived. 

An advantage of this method was that the output rapidly rose 
to a maximum for quite small deviations in frequency, producing ~ 
a very firm control. Another advantage was that it was easy to 
make and needed no modification to the i.f. amplifier. It needed 
no readjustment, as the conventional discriminator does, when 
changing from one channel to the other (i.e. whether the local — 
oscillator was above or below the signal in frequency). It is, 
however, necessary that the output of the transmitter shall be 
reasonably constant during the frequency sweep in order to 
produce a square waveform. 

As the receiver was used for measurements of relative signal. 
strength, some form of calibration was necessary. It can be 
assumed that the i.f. output of the mixer is proportional to the ~ 
received signal, but small variations in the gain of the i.f. ampli- 
fier were troublesome. The difficulty was overcome by feeding © 
a signal, at the mid-band intermediate frequency, to the output — 
side of the mixer through a decoupling resistor. This signal was — 
modulated with a square wave of the same characteristics as the 
transmitter modulation. It was observed at the receiver output 
alternately with the signal received through the mixer, the change- 
over being done by two relays, one of which was a type with 
high-frequency contacts which formed a switch in the coaxial 
cable carrying the calibrating signal. The other relay was 
mounted at the side of the aerial miiror, and through a push-rod 
operated spring finger which opened or closed over the end of 
the waveguide feed to the mirror. The output of the signal 
generator supplying the calibrating signal could readily be 
adjusted to match the received signal in amplitude. Thus 
readings were dependent on the accuracy of the attenuator of 
the i.f. signal generato1, and this was calibrated by the National 
Physical Laboratory at the operating frequency to an overall © 
accuracy of +0-1dB. 

For reception of pulse-frequency-modulated transmissions no 
significant modifications to the receiver described above were 
necessary. The additional circuits used for reception of the 
pulse-phase-modulated transmission have already been dealt 
with, in Section 4. 

In the third series of field tests the receiving aerial was a 
biconical horn with an overall diameter of 15in and a vertical 
aperture of 6in, the phase across the aperture being corrected 
by a polystyrene lens. It was fed by an Eo, circular waveguide 
terminating at the apex of one of the cones. The intention was 
to provide an all-round aerial convenient for use aboard ship. — 
Measurements showed that the azimuth pattern was smooth, 
with variations up to +2dB from the uniform diagram. The 
vertical beam width was 3° between half-power points. ! 


(6) FREQUENCY STABILIZATION 

A further investigation undertaken as part of this programme > 
was in the stabilization of oscillator frequency at millimetre 
wavelengths. This was desirable for projected long-term 
measurements on absorption due to rainfall. Stabilization of © 
frequency by means of molecular resonance in gases was an 
attractive possibility, and the strong resonances in ammonia gas — 
provided very useful standard frequencies. These resonances — 
have already been referred to in Section 3.2. The method 
developed has been described in detail elsewhere,? but an out- 
line is given here with reference to Fig. 13. An oscillator 
A is swept over a small frequency range on a mean fre- 
quency around 25000Mc/s. The power passes through a 
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Fig. 13.—Block diagram of oscillator-frequency stabilizer utilizing selective absorption of low-pressure ammonia. 


waveguide containing ammonia and thence to a detector C, 
producing a sharp pulse at the instant when the frequency passes 
through an absorption frequency. Power from a fixed oscillator 
B, which is the one to be stabilized, is mixed with power from 
an oscillator A, and the beat pulse output is fed via a filter to a 
detector D. A discriminator circuit produces a voltage propor- 
tional to the time difference between these two pulses, and this is 
fed back to control the frequency of oscillator B. A stability 


| better than +1 part in 106 was obtained. 


The strong lines in the ammonia-spectrum cover a region from 
about 10-5 to 12-5mm wavelength. Thus they are well suited 
to stabilizing an oscillator producing harmonic power in the 
oxygen absorption region, or even an oscillator producing its 
The strong lines whose 
second harmonics would lie within the oxygen absorption band 
are given in Table 1. 

The absorption band of oxygen, which is broad at atmospheric 


\ pressure, splits up at reduced pressure into sharp discrete absorp- 


Table 1 
LINES IN AMMONIA SPECTRUM 


Second-harmonic 


Line frequency wavelength 


NH; line J, K* 


Me/s 
- 25 056 
DES TNS) 
26 519 
27 478 
28 605 


Inm 
5-988 
Sey 
5-650 
5:453 
5-238 


* J and K are quantum numbers which represent respectively the total number of 
units of angular momentum, and the number of units of angular momentum about the 
axis of symmetry (J > K). 


tion lines. Unfortunately, even the strongest of these lines is 
rather too weak for use in stabilization. The lines listed in 
Table 2 are some others which have been selected from published 
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results!3 as of suitable intensity to be used for stabilization within 
the oxygen band. The superior indices refer to the atomic 
weights of the particular isotopes, all of which occur naturally. 
Provided that a sufficient proportion of the required isotope is 
present, the presence of other isotopes, or indeed or other gases, 
does not affect the usefulness of the resonance for stabilizing. 


Table 2 


LINES SUITABLE FOR STABILIZATION 


Substance Wavelength 


Methyl fluoride (C12H3F) 


Carbony! selenide (Cab lege80)” 
Carbony] selenide (C12016Se78) 
Carbonyl sulphide (C!2016832) 


(7) PROPAGATION 


This Section contains a summary of the propagation measure- 
ments carried out with the apparatus described above, and some 
conclusions drawn therefrom. 


(7.1) Measurements over Sea 


The first set of measurements was made in 1946 over sea with 
the low-power transmitter mounted on shore and the receiver on 
board ship. Both aerials were directed by means of telescopes 
aligned with them. The receiving aerial was stabilized against 
ship movement by mounting it on a gyroscopically-stabilized 
platform. Vertical polarization was used. The tests were 
carried out at two wavelengths, 6:35mm and 5:81mm, the 
former outside the oxygen band and the latte: inside it. Some 
of the results have been discussed in a previous publication,!4 
from which the curves of Fig. 14 are taken. This shows signals 
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Fig. 14.—Signal-strength/distance curves for millimetre-wave 
transmission over sea. 


A. 6:35mm wavelength, 
B. 5-31mm wavelength, 


Transmitter height: 15 ft. 
Receiver height: 63 ft. 


at the two wavelengths, the mean of the curve for the longer 
wavelength following the inverse-distance law. Oxygen attenua- 
tion i$ shown in the other curve by its progressive divergence 
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from the inverse-distance curve. The interference pattern indi- 
cates the presence of a strong ray reflected from the sea surface. 
The broken lines added to the 6:35mm curve are the envelope 
of the maxima and minima calculated for a reflection coefficient 
of 0-8, which gives the best fit to the actual curve. This was 
the highest value of reflection coefficient found during the trials; 
other values found ranging down to 0:25. 

For the heights used in obtaining the curve of Fig. 14 (1Sft 
for transmitter, 63ft for receiver), the angle of incidence at the 
sea surface varies from 0-68° to 0:27° between the ranges 2km 
and 5km. Values of reflection coefficient for a plane sea-water 
surface, calculated from the known dielectric properties!5 at 
10°C, vary between about 0-81 and 0-93 for this range of 
incidence angle. Thus a value very near to the theoretical was 
obtained. Even at this wavelength the first Fresnel zone around 
the reflection point is quite large; for the figures quoted above 
the major and minor semi-axes of the Fresnel ellipse on the sea 
surface are 118m and 1-4m for a range of 2km, 462m, and 
2:3m for a range of 5km. Thus one would expect to find in 
practice that for values of reflection coefficient approaching the 
theoretical the sea surface would have to be smooth over the 
area of this ellipse. If we use the Rayleigh criterion to dis- 
tinguish between a smooth and a rough surface, we find that the 
surface can be considered smooth if surface irregularities have a 
height 4 which is less than A/8 sin %, % being the angle of inci- 
dence. This criterion requires h to be less than 7cm at 2km 
range, and less than 18cm at 5km range. The Rayleigh expres- 
sion is a rather arbitrary one, and these values may be too large 
by a factor of 2 or more. 

Exact measurements of the sea condition under which the 
measurements were made were not obtained, but the surface was 
unbroken, with ripples of the order of 6in and a low swell. Thus 
it would appear that the conditions, while not definitely those for 
which completely specular reflection would be expected, did at 
least approach the required degree of smoothness. 


(7.2) Measurements Over Land 


One aim of the first series of tests had been to obtain measure- 
ments of atmospheric absorption, but it was found that sea 
reflections and the difficulties of accurate determination of 
position made adequate measurements impossible. However, 
as a result of the experience gained, a second series of measure- 
ments, made over land in 1947 on short ranges (up to 2km) to 
avoid reflection, yielded satisfactory absorption figures over a 
range of wavelengths. For these tests the low-power transmitter 
was mounted on the control tower of an aerodrome. The 
receiver, mounted.on the roof of a vehicle, was moved to selected 
sites on the runways. The measurements have been described 
elsewhere,!® and Fig. 15 summarizes the results. 

In Fig. 15 the measured points are shown in relation to the 
theoretical curves of Van Vleck fo1 two assumed values of the 
line-breadth constant Av, which is an unknown parameter. 
The values are in obvious agreement with the curve for 
Av =0-02cm~!. The point at the top of the diagram is well off 
the curve, and it may indicate a line-breadth constant slightly less 
than 0-02cm—!, which would increase the height of the line- 
structure peaks. 

Beringer’s work? indicates a value of the constant somewhere 
between 0:02 and 0-05, but the spread of his points is consider- 
able. The later work of Strandberg, Meng, and Ingersoll!7 on 
the microwave spectrum of oxygen at low pressures, in suggesting 
a value between 0-015 and 0-02, confirms the present authors’ 
conclusions, but from measurements on mixtures of gases 
Strandberg et al. predict attenuations as high as 30-40dB/km in 
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Fig. 15.—Theoretical and measured attenuation due to absorption by 
atmospheric oxygen. 


Theoretical curves. 


— Ay/c = 0:02cm-—1. 
---- Av/e = 0:05cm-}. 


air. Burkhalter, Anderson, Smith and Gordy,!8 on the other 
hand, find values of the constant which depend on the particular 
absorption line and vary from 0-02 to 0-05. 

The method used here, although it may not give the informa- 
tion on molecular structure which can be obtained by the tech- 
niques of microwave spectroscopy, does nevertheless give a direct 
measurement of the attenuation actually experienced by waves 
travelling in the atmosphere. 


(7.3) Effect of Propagation on a Communication Circuit 


When the high-power transmitter with the pulse magnetron 
became available, a further short series of tests were carried out 
in 1947 over sea to investigate communication possibilities. The 
transmitter was on shore, and had the narrow-beam horn aerial 
previously described. The receiver was used with both the 
directional paraboloid and the 360° biconical horn, again fixed 
on a stabilized mounting. Runs were made to and from the 
transmitter at a number of wavelengths, and the effects of 
atmospheric absorption and the interference pattern on the 
useful ranges were noted at five different wavelengths, between 
6:25mm and 5:39mm. The attenuation figures agreed very 
well with those referred to in Section 7.2, and satisfactory speech 
was transmitted with the directional aerial at ranges up to 5-5km 
at 5-39mm wavelength (where the atmospheric attenuation is 
4-8dB/km) and 13km at 5-7mm wavelength (where the atmo- 
spheric attenuation is 1-0dB/km). With the omni-directional 
aerial at 5:7mm wavelength a communication range of 4-5km 
was reached. 

Two observations of interest were made during these tests. 
First, it was noticed that any object which appeared as a visual 
Obstruction between transmitter and receiver would cause a 
complete break in signal even at short ranges. Secondly, during 


one of the later runs rain fell and a substantial loss of signal was 
noted. The period of rainfall was too short, and its distribution 
too uncertain, for an accurate assessment of attenuation. How- 
ever, the incident was of use in giving quantitative support to 
the calculations of Ryde (in unpublished reports), his figure for 
moderate rain (4mm/h) at 5mm wavelengths being 2dB/km. It 
is much regretted that circumstances have not permitted the 
authors to extend these measurements further. 
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DISCUSSION ON 


“A MOVING-COIL RELAY APPLIED TO MODERN HIGH-SPEED PROTECTIVE 
SYSTEMS’’* 


NORTH-WESTERN MEASUREMENTS GROUP, AT MANCHESTER, 27TH OCTOBER, 1953 


Mr. H. G. Bonson: The system of balanced-earth-fault trans- 
former protection described in Section 4.4 is applicable only to 
solidly earthed transformers where heavy neutral current can be 
guaranteed under all fault conditions. Although this is no 
doubt the most difficult condition for an unbiased relay, a biased 
scheme of wider application is surely worth consideration. 

The system of Fig. 4 with one main current transformer 
replaced by the three line current transformers, but with an 
additional small load-bias feature also derived from the three 
line current transformers, would not suffer from the weakness 
of failing to trip when the main in-feed for a transformer-winding 
fault was from the line side. 

For the 80-90% line-length setting of impedance protection 
mentioned at the beginning of Section 6.2 to be safe, it is neces- 
sary that the accuracy of the zone-setting shunts, shown in Fig. 13, 
should be as great as that of the relay. This is difficult to 
achieve when, say, a 0—25-ohm resistor is being used at less than 
10 ohms, and in my experience inaccuracies of +10% are to be 
expected. The solution appears to be either (a) the provision of 
a fixed resistor of, say, 5 ohms resistance in the case mentioned, 
in series with the variable resistor, in order to reduce the overall 
error produced by a given percentage error in the variable resistor, 
or (6) connection of the shunts somewhat in the form of the 
“universal shunt” arrangement given in textbooks. 

From the time/current curve of Fig. 2 it appears that an 
impedance relay operating on a fault just inside its setting distance 
might take 0-5sec or more to trip. Such a long clearance time 
carries the risk of incorrect discrimination between adjacent 
impedance-protected feeders, when the normal time interval 
between zones of 0:4-0:5sec is employed. Do the authors agree 
that it may be advisable to increase the zone-3 time-relay setting 
TONSAY Sa SeC, 

Mr. H. Easton: The moving-coil relay used by the. authors is 
quite a large one for operating a single contact, but I am certain 
that these generous proportions are fully justified. Some gear 
is constantly being reduced in size, since it is remarkable, for 
instance, what one is expected to house in miniature measuring- 
instrument cases. When dealing with protective relays, however, 
this modern tendency should be resisted. A relay with such 
important work to do should not be handicapped by discs, 
magnets and similar parts which are too small for the per- 
formance expected from them. 

It is unfortunate that the rectifier characteristics are such that 
auxiliary current transformers are needed, since this is a further 
complication which must'be reflected in the cost. It is not to be 
expected that the authors’ versatile relay system will, in fact, 
replace existing simple relays where these are now satisfactory, 
but instead it creates new possibilities very useful in these days 
of expansion in the electrical power industry. 

Mr. R. B. Haworth: Referring to Section 4.2, which describes 
an overall biased differential scheme for power transformers, the 


* Paper by C. Ryper, J. RUSHTON and F. M. PEARCE (see 1953, 100, Part Il, p. 261). 
uh 


authors employ an instantaneous relay of the standard attracted- 
armature pattern when quick clearance times are essential, as 
with high internal fault currents. The time of operation of the 
moving-coil relay at ten times the setting current (approximately 
the setting required for the instantaneous relay) is 35millisec, as 
seen from Fig. 2. It does not appear to be an economic proposi- 
tion to employ an instantaneous relay in order to obtain such a 
small reduction in time as 15millisec, ic. from 35 to 20millisec. 
Could the authors comment on this point and also indicate 
whether the instantaneous relay is installed to overcome diffi- 
culties encountered owing to the effect on the moving-coil 
restraint element of third-harmonic currents produced in the 
main current transformers under high fault conditions ? 

Mr. K. F. Whittle: With balanced voltage feeder protection 
using rented telephone pilot circuits, it is stated in Section 5.2 
that continuous pilot-circuit supervision is provided, which 
reduces the probability of maloperation. This is not entirely 
true, since it has been found that the circulating direct current in 
the pilot circuits is sufficient to cause operation of the relay if the 
starting-relay contacts, as shown in Fig. 12, fail to provide an 
efficient short-circuit across the operating coil. 

In the relay used for impedance protection it has been found 
that the zone-1 setting resistance is not very accurate at the 
lower limits. These resistors should be of better quality, so that 
the settings may be changed with the protection in service, 
without the necessity of having to carry out further secondary 
injection tests as a check on the setting. 

Messrs. C. Ryder, J. Rushton and F. M. Pearce (in reply): We 
reply to the points raised by individual speakers under separate 
headings. 

Mr. Bonson.—The suggestion relating to Fig. 4 would seem 
to suffer from lack of bias during through phase faults. 

The inherent accuracy of the impedance relay is unaffected by 
the scale marking on the zone-setting shunts. We have experi- 
enced no difficulty in this respect. 

Discrimination is determined by the preset margins between 
the zones. This is not affected by the conditions postulated, 
and no increase in time setting is required. 

Mr. Easton.—The proportions adopted for the new element 
enable it to be accommodated within the same dimensions as 
existing single-pole protective relays, and at the same time permit 
the traditionally robust construction demanded for protective 
relays. 

Mr. Haworth.—The inclusion of a high-set instantaneous 
element in the transformer-protection relay reduces the operating 
time to about one-quarter, and in our opinion is justified. 

Mr. Whittle—The primary need for pilot-supervision equip- 
ment is to combat interference from otherwise sound pilot wires. 
Faults on these wires are more likely to occur than the electrical 
failure of some component of the protective scheme. The 
supervision equipment must not itself produce risks of malopera- 
tion; this has not so far posed insuperable problems. 


\ 


[112] 


DIGESTS OF INSTITUTION MONOGRAPHS 
VIBRATORY POWER CONVERTORS: AN ANALYSIS OF PERFORMANCE AND DESIGN 


621.314.5 


Monograph No. 109 


RADIO SECTION 


R. H. EVANS, B.Sc., Graduate 


(Dicest of a paper published in September, 1954, as an INSTITUTION MONOGRAPH, and to be republished in Part C of the PROCEEDINGS.) 


The vibratory convertor is a means of power conversion from 
direct current to alternating current, or to direct current at a 
different voltage. The power source is usually of low voltage 
and low impedance, e.g. a battery. 

The vibrator itself consists essentially of a reed carrying contacts 
and maintained in continuous vibration by electromagnetic 
means. These contacts operate in conjunction with a trans- 
former to produce a flat-topped alternating voltage waveform of 
peak value equal to the battery voltage V,; the transformed 
voltage may be rectified in a conventional manner, or with a 
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Fig. 1.—Vibratory-convertor circuits. 


(a) Basic circuit, a.c. output. 

(6) Interrupter vibrator with separate rectifier, full-wave. 

(c) As (6) but half-wave rectification. 

(d) Self-rectifying vibrator, full-wave. 

(e) Split-reed self-rectifying vibrator, full-wave. 

Ys, ) Split-reed, self-rectifying vibrator, voltage-doubling circuit. 
g) Double-pole change-over input, a.c. output. 


self-rectifying type of vibrator, by means of additional contacts 
on the reed. Various circuits are shown in Fig. 1. 

In the paper a detailed analysis is made of the various circuits 
and the transformer operating conditions, and formulae are 
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derived for use in design. Where possible, the formulae are 
non-dimensionalized and displayed graphically. 

The spacing of the contacts on either side of the reed is so 
adjusted that each is closed for about 0:39 of a cycle; this ratio 
is termed the closure-time ratio, k. Thus in each cycle there are 
two intervals, each of duration (1 — 2k)/2 of a cycle, in which 
both contacts are open. The buffer capacitor (C, in Fig. 1) is 
chosen so that at no load there is an almost linear reversal of 
voltage during each open interval, i.e. the voltage waveform is 
trapezium-shaped. Without this capacitor, the sudden inter- 
ruption of the transformer magnetizing current as the contacts 
opened would induce high voltages, with consequent destructive 
arcing. An expression giving the magnitude of buffer capacitance 
for an ideal waveform is derived in terms of the transformer 
magnetizing current, which may in turn be obtained from a 
magnetization curve of the core material and a knowledge of 
the effective air-gap at the lamination joints. For a given core 
material, it is shown that the required capacitance is inversely 
proportional to the square of the e.m.f. induced in the winding 
across which it is connected and is a function of the ratio k, the 
peak flux density, the weight of iron, and the ratio of gap length 
to iron path. It is independent of the vibrator frequency. 

In practice it is usual to provide a larger capacitance than the 
ideal one in order to allow for a fall in closure time as the contacts 
wear. This “‘over-buffering”’ results in a sudden rise in capacitor 
voltage each time the contacts close, accompanied by a pulse of 
current of high peak value. The copper loss due to this current 
constitutes part of the no-load (constant) losses of the trans- 
former, usually amounting to about 20%. 

The load characteristic of the convertor depends upon the 
type of load. If the output is alternating current supplying a 
resistive load, the buffer capacitor is rapidly discharged each 
time the vibrator contacts open, so that the voltage and current 
waveforms are substantially rectangular. The characteristic is 
then linear, and has the equation 


Vor = V(2k)nV, — Rhp 


where Vp, Ip are the r.m.s. output voltage and current respec- 
tively, 1 is the transformer turns ratio, and R is the total circuit 
resistance referred to the output side. With a highly inductive 
load, such as a fluorescent lamp with its series stabilizing choke, 
the waveform resembles the trapezium shape typical of no-load 


‘conditions, provided that the buffer capacitance is sufficient to 


supply the load current as well as the transformer magnetizing 
current during the open intervals of the contacts. The optimum 
magnitude of this capacitance is calculated, and curves are given 
for computing the r.m.s. output current from the resistance and 
inductance of the load and the peak induced secondary e.m.f. 
The equivalent circuit referred to the output when a self- 
rectifying vibrator is employed is shown in Fig. 2(a); the trans- 
former leakage inductance has been omitted, since its effect is 
negligible in the majority of designs for power outputs up to 
about 50 watts. The peak e.m.f. induced in the secondary 
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Fig. 2.—Equivalent circuit, d.c. output, neglecting leakage 
inductance of transformer. 


(a) Equivalent circuit referred to output. 
(b) Voltage across EF. 

(c) Voltage across capacitor C. 

(d) Current in resistor R. 


winding appears across the terminals AB, although it is, of 
course, effective in supplying the load only during the portions 
of the cycle in which the rectifying contacts are closed. R is the 
circuit resistance, C the reservoir capacitance, and C,L, con- 
stitute the smoothing circuit. If the assumption usual for 
capacitor-input systems is made that the smoothing inductance 
L, is sufficiently large for the current flowing in it to be sub- 
stantially constant throughout the cycle, it follows that the 
output characteristic is linear and of the form 


Vy = nV, — Rly 


V, is the mean rectified voltage across C, and Jp is the load 
current. R, is the effective resistance of the convertor viewed 
from the output terminals, and may be written sR where s is a 
multiplying factor; it is shown that s is equal to the square of 
the form factor of the current flowing in R, and is therefore 
greater than unity. , 

Numerical values for s in terms of the circuit parameters are 
plotted for full-wave, half-wave and voltage-doubling rectifi- 
cation. For large reservoir capacitance the multiplying factor 
is substantially independent of reservoir capacitance and vibrator 
frequency, and becomes inversely proportional to the ratio k; 
this simplified relation may be assumed for most convertors 
employing full-wave rectification. 

Where the transformer leakage inductance is substantial, or 
extra series inductance is introduced for the purpose of shaping 
the current pulses, the performance is modified in the following 
respects: 


(a) The output voltage for a given reservoir capacitance may be 
either decreased or increased, depending upon the relative magnitudes 
of the circuit parameters. 

(6) If the reservoir capacitance is varied, the output voltage attains 
a maximum at some finite capacitance instead of at infinite 
capacitance. 


These results are due to a resonance effect between the leakage 
inductance and the reservoir capacitance; they are similar to 
those noted in transformer-rectifier systems operating from a 
sinusoidal supply.© The output characteristic is still linear and 
has the same equation as for the non-inductive case, but the 
expression for s is more complicated. 

The fraction of the total power that is dissipated in the trans- 
former, and hence the permissible power rating of a given size 
of transformer, depends upon the type of circuit in which it is 
employed. Numerical comparisons may be made by means of a 
power-rating coefficient, values of which are computed for 
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vibrator transformers with an a.c. output or employing the 
various rectifying circuits, with or without a centre-tapped 
primary winding. It is shown that the power ratings for a given 
size of vibrator transformer working at a given flux density are 
about 25% lower than those of transformers operating from a 
sinusoidal supply of the same frequency. 

The peak-to-peak ripple voltage across the rectified output is 
directly proportional to load current, inversely proportional to 
reservoir capacitance and vibrator frequency, and substantially 
independent of the impedance and output voltage of the trans- 
former. For full-wave, half-wave and voltage-doubling rectifi- 
cation respectively and the same circuit parameters, the relative 
magnitudes of the ripples are 1 : 4: 2. The fundamental ripple 
frequency is that of the vibrator for half-wave rectification, and 
twice this frequency for the other circuits. By means of harmonic 
analysis the amplitudes of the fundamental and the second 
harmonic are derived. 

Conventional vibratory convertors are not usually rated at 
more than approximately 50 watts, but special circuits’ have 
been described for increasing this rating several fold by sub- 
stantially reducing the rate of transfer of contact material for a 
given mean current. This is achieved by so shaping the current 
pulses that the contacts open at virtually no load. For example, 
if in a circuit employing a self-rectifying vibrator the reservoir 
capacitance is progressively decreased from a large value, then 
provided that the circuit inductance is sufficiently high, the 
current flowing in either transformer winding during each half- 
cycle of vibrator operation assumes the waveform illustrated in 
Fig. 3. Evidently the desired condition of contact unloading 


ane 


(@) (e) fe 
(2) (e) (f) 


Fig. 3.—Waveforms of current flowing in rectifying contacts 
during one half-cycle of the vibrator. 


(a)-(f) are for decreasing values of reservoir capacitance; contact unloading occurs 
at (c) and (f). 


occurs at (c) and (/), although only (c) is of practical importance. 
The required circuit inductance is usually inserted as a choke in 
series with the transformer secondary winding. 

An expression is derived for the necessary relation between the 
circuit parameters for contact unloading, and the proportioning 
of these parameters is further discussed with a view to rendering 
the unloading property independent of variations in the load, 
the contact timing, or the circuit resistance. It is concluded that 
the employment of centre-tapped windings should be avoided, 
that the smoothing inductance and, subject to an upper limit, 
the reservoir capacitance should each be large, and that the 
contact surface resistance should be kept low and constant, 
e.g. by filling the vibrator with a non-oxidizing gas. Expressions 
are derived for the mean rectified voltage and the ripple voltage 
in circuits employing contact unloading. 
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(@iaest of a paper published in June, 1954, as an INSTITUTION MONOGRAPH and to be republished in Part C of the PROCEEDINGS.) 


The path of a direct-current arc discharge in mercury vapour 
offers an impedance to a superimposed alternating current of 
small amplitude. This impedance has a resistive and an induc- 
ive component. Both components vary with frequency as 
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Fig. 14.—Effective resistance of the 150cm positive column. 
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Fig. 18.—Effective inductance of the 150cm positive column. 
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(ii) Experimental. 


hown in Figs. 1A and 18. The dependence of both components 
m. frequency is explained to be due to the time necessary to 
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perform the ionization in the positive column. The purpose of 
the paper is to derive an expression for the impedance of the 
column and to study the factors on which it depends. Owing 
to the large difference in character between the high-pressure and 
low-pressure arc discharges, each case is considered separately. 
Some experimental investigations carried out on the low-pressure 
case are described, and the experimental findings are compared 
with the theoretical deductions. 


ra 
THE HIGH-PRESSURE PoOsITIVE COLUMN 


When the gas pressure is higher than about half an atmosphere, 
the electrons, the positive ions and the gas molecules in the 
column will have the same temperature. The electron concen- 
tration was given by Saha and justified by Orstien assuming the 
particle velocity to be Maxwellian in character and the ioniza- 
tion in the column to be a purely thermal and reversible process. 
The loss of charged carriers from the column is mainly due to 
volume recombination. The positive column of the high- 
pressure arc can be considered to be a core of uniform cross- 
section and electron concentration. The effective radius and 
gas temperature of the core can be determined for a certain arc 
current and electric field. Again the total input power per 
unit length of the core drawn from the source sustaining the 
discharge is delivered by the electrons to the gas molecules. 
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Fig. 2.—Calculated resistance and inductance of a 3cm Samp d.c. 
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This energy escapes by radiation, convection, conduction and 
by the diffusion of the charged particles carrying their thermal 
and ionization energy. 

Any small changes in the arc current can be attributed to 
corresponding changes in electron density or changes in the 
electron drift velocities. It is clear that the former will depend 
on the rates of diffusion and ionization. However, it can be 
shown that the effect of diffusion can be neglected if the rate of 
change of concentration is higher than a certain value beyond 
which the effect is mainly due to ionization. When the rate of 
change of electron concentration is small, i.e. at low frequencies, 
the periodic time is long enough for most of the molecules to 
take part in the thermal-ionization process producing a large 
change in the electron concentration. As the frequency is 
increased, however, the slower molecules will fail to transfer 
their energy to other molecules. It is therefore to be expected 
that the change in electron concentration will diminish as the 
frequency is increased. At very high frequencies no changes in 
concentration will be encountered, and the arc will behave as a 
conductor of constant positive resistance. In Fig. 2 are shown 
the effective resistance and inductance of a positive column in 
mercury vapour. 


THE Low-PRESSURE CASE 


At low gas pressure the electron temperatures are rather high 
(2 x 10*°K), and the ionization is performed by electron colli- 
sions with the gas molecules. Owing to the high electron tem- 
perature, volume recombination is unlikely and the radial diffu- 
sion to the walls of the container can account for the loss of 
charged particles from the column. The electron concentration 
across the positive column can be defined by a Bessel function 
with its maximum at the axis of the column, the concentration 
falling to zero at the walls of the container. The input power 
per unit length is drawn by the electrons from the source sus- 
taining the discharge. Part of this power is delivered to the 
gas molecules during the various collisions, and the rest is 
delivered to the walls as a result of the radial diffusion of the 
charged particles. 

The periodic time of the cycle of variation of the superimposed 
current will have the same effect on the electron concentration as 
in the high-pressure case. At low frequencies, most of the 
electrons can transfer their excess energy to the gas molecules. 
The number of electrons taking part in the ionization process 
decreases as the frequency is increased. Again, as the frequency 
is ‘increased the periodic time will be short for the lower-speed 
electrons to diffuse to the walls. At high frequency, it will be 
expected that no changes in electron concentration will occur 
with the rapidly-changing electric field. The arc path will then 
behave as a conductor of constant resistance. 


EXPERIMENTAL INVESTIGATION 


The experimental work is designed to measure the effective 
impedance of the positive column at different frequencies under 
different conditions of length of column, arc current and vapour 
pressure. The arc was drawn through either of two 2in-dia- 
meter tubes, 150cm and 75cm in length. Each tube was 
provided with two fixed probes projecting at points along its 
axis to determine the electron temperature, concentration and 
axial electric field. In addition a movable probe (see Fig. 3) 
was provided in the 150cm tube to give the electron concentration 
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Fig. 3.—Movable probe in the 150.cm tube. 


at different points along the tube diameter. The mercury cathode 
pool was placed in a water bath and kept at the required 
temperature. 

A small alternating current of adjustable frequency was 
injected into the d.c. arc path from a power amplifier. The 
impedance of the path was then measured on a bridge. Figs. 1A 
and 18 give the effective resistance and inductance plotted against 
frequency for an arc current of 4amp in the 150cm tube at 40°C 
bath temperature. 
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